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CALL ON AN EXPERIENCED TEAM 


For more than 25 years the people at Fred G. Anderson 
have worked with architects and interior designers 
throughout this area. Their knowledge and experience 
in the wall covering field is unsurpassed. Behind 
this team is the largest stock of commercial wall 
coverings in the midwest. Anderson's also main- 
tains a large library of wall coverings and can offer 
prompt delivery on most items. 

Fred G. Anderson's Miracle Mile Studio is your 
one source for service and quality. 

For wall covering call on an experienced team. 

Fred G. Anderson, Contract Department. 


Fred G. Anderson, Inc. 
Contract Department 
5217 Excelsior Blvd. 
Miracle Mile 

St. Louis Park, MN 554 
(612) 920-5620 


over: Tropical Exhibit Building, Minnesota 
oological Garden. See page 14. 
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It's not just the coming thing. It’s here. | 


Richfield Towers, housing for the elderly and disabled, is an 
excellent case in point. Seven stories. 150 attractive apart- 
ments around a center atrium. Esthetically pleasing 45° cor- 
ners, formed with readily available concrete block. Floors and 
ceilings of pre-cast concrete plank, spray textured on the ceil- 
ing side. 

Today’s architects, engineers, designers and contractors 
like the versatility of load bearing concrete masonry construc- 
tion for projects such as senior housing, luxury apartments, 
motels, offices, warehousing, and storage facilities. They're 
putting it to use with increasing frequency, combining savings 
and safety in a wide variety of new structures throughout 
the area. 

The hollow cores of pre-cast concrete plank and block 
provide routing for mechanical and electrical equipment. In- 
surers are recognizing its fire safety, as compared to other con- 
struction materials. 

Concrete plank, manufactured in lengths up to 50 feet, 
can be notched, beveled, cast with weld plate, and cast in 
special sizes. Concrete block can also be manufactured in a 
variety of sizes, shapes and textures. Grouting where necessary 
creates a monolithic structure that is strong and extremely 
long lasting. 

Twin City manufacturers such as Anchor Block, Molin 
Concrete Products, and Standard Building Material Co., plus 
Borgert Concrete Products, Inc., St. Cloud, Concrete Materi- 
als, Owatonna, and others, have long been users of Shiely 
commercial aggregates. They count on the Shiely product 
consistency and reliable service to keep their equipment per- 
forming at capacity and their product at its best. 


safe. Low priced. Versatile. 
uick to construct. Thermal efficient 
Costs less to insure. Six good 
reasons why load bearing concrete 
masonry construction is growing fast 


ET VIENT FP, 
raped? qud 


FACE BRICK 


INSULATION 


Architect: The Wold Association 
Structural engineer: Bakke, Kopp, Ballou & McFarlir 
Contractor: Knutson Construction Company 
Concrete block: Anchor Block Company ; 
Flexicore plank: Molin Concrete Products Company: 
Owner: Stuart Corporation 


See 4 


J.L. SHIELY CO. 


Quality Commercial 
Aggregates/Ready Mixed Concrete 


1101 Snelling Avenue North, St. Paul, MN 551C 
Phone (612) 646-8601 | 
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1209 
emperature 
ariation 


It must be the contrast of the ex- 
tremes which makes every season in 
Minnesota so precious and so highly 
prized. Few areas in the country are 
allowed such extremes—a 120? F 
variation in temperature is unusual. 
But then we are getting used to the 
idea that many things about Min- 
nesota are unusual. We also ask: Is 
our architecture, Minnesota architec- 
ture, unusual? Of course, there is no 
more a ‘‘Minnesota Architecture'' 
than there is Wisconsin or Missouri ar- 
chitecture. The most unique and most 
regional architectural elements in Min- 
nesota are the bridge connections bet- 
ween buildings, the skyways. Their 
development was a direct response to 
the climate. The skyways in Saint Paul 
and Minneapolis work very well. They 
have fostered the growth of second 
level cities which, particularly in the 
winter months, put their street level 
parents to shame. These skyways are 
unique to this region and they work 
very well. Now that the sun is coming 
out more regularly, however, and that 
the winds are softer and less rough, 
we all go out on the street again. We 
go to rediscover the city at street 
level. The streets are wider than the 
Skyways, they hold a great many 
more people and they make it a lot 
easier to just stand around and talk. 
And then quite often there are—on a 
public or private plaza— concerts, 
style shows, a speech, even a 
demonstration. And there are also 
bicycles and some street vendors and 
even some beggars. The heavy coats 
and facemasks and mittens are stored 
away, there is more freedom of move- 
ment for the body—now more ex- 
posed, more graceful than in the cold 
winter months. There is more 
freedom, and we are all celebrating 
the new season, Spring. Spring 
leading into Summer. 


Construction has also picked up. 
The lovely elegant cranes sweep 
through the sky and swing their 
cargoes up and down and sideways. 
And the trucks loaded with bricks or 
steel or precast concrete jam up the 
freeways. They have to get there too. 
The stark and geometric steel 
frameworks sparkle —too beautiful to 
last—and then almost overnight the 
brickfacing is completed. Before long 
the other walls will be completed and 
then the work inside will have to be 
finished. That will take longer, will not 
be as dramatic—but just as impor- 
tant .... And very soon now that 
building, the school, the office 
building, the laboratory, will be in- 
habited by students and teachers, 
businessmen, professionals and 
researchers. These buildings become 
places for people to do their work in, 
to spend their lives in, to be productive 


and creative within. The buildings are 
just shells in a just sometimes not so 
just setting. And the building takes its 
place among all the other buildings 
around and it becomes a further ele- 
ment in the visual concert of our en- 
vironment. 

To make that building work and the 
occupants in it productive is expen- 
sive. We still have a great deal of air 
pollution and the Pollution Control 
Agency is doing its best and doing 
more everyday. We are wasteful of 
our natural resources, but we are more 
careful. We waste energy, but we try 
to conserve energy. We use car pools, 
we insulate, we lower ther- 
mostats . . . . We are materialistic but 
we buy a great many books, hard 
cover and soft cover. But we are still 
impatient . . . as well we might be. 
Nevertheless, a renewed vigor, the 
vigor of spring, has imbued our lives. 
The cities are rebuilding, new 
buildings are growing from their foun- 
dations, older buildings are being 
refurbished and given new lives, 
gardens and lawns are being planted 
and cared for. And for the first time in 
some time our national leader is more 
thoughtful, more sensitive to the 
realities of the world and, thankfully, a 
little less concerned with opinion 
polls. It is now a time of celebration, of 
growth, of development. 

To place a brick upon a brick to 
make a wall is not a feat. It is a sym- 
bol. A strong and powerful symbol. 
Even more than that: it is reality. It is 
man building the real world. And in 
Minnesota, in the spring, the real 
world looks promising and joyful. L1 

— Bernard Jacob 
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Windows should бе seen, not 
heard from. But when they don't fit, 
you hear about it. 


At Pella, we think ourresponsibility 


goes beyond simply selling windows. 


We want to make sure they install 
properly. That's why we want you to 
know about Pellafication. 


A Pellafication is a Pella Window 


custom modified for your installation. 


Our engineers work directly with 


call us, before they call you. 4 


yest son 


thi 3 a ATER, 


Тр, рр 


- au % make sure Ж, design require- 


ments аге met. Then.our shop 
custom .fabricates the necessary sills, 
jambs, and.heads—even entire sub 
frame systems to allow inside settings. 
All.componenits are Pella Clad 

for lasting; maintenance-free beauty. 


Custom service, custom fit — without 
the cost of custom windows. 


Give us a call. Let's get together and 
discuss Pellafication. 
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POINT OF WIETT7 


hy Don't People 
sk Why?! 


rom the Executive Director 
innesota Society American 
nstitute of Architects 


We often ask who... We often 
ask how much it is going to 
cost... . or how it will be done... , 
but too often we never ask why. 

We just do or don't do it and 
later... often too late... people 
ask why. 


Why is there no longer a gracious, 
historic, stunning 
Metropolitan Building 
but an empty parking 
lot (Yes, it will finally be 
built upon)? 

Why is there block after block of 
neighborhood land in 
Northeast Minneapolis 
and near downtown 
Saint Paul, originally 
cleared for highway 
construction and not 
now needed as the site 
of highways? 

Why do we encourage 
citizens to rehabilitate 
their homes and shortly 
after they have expend- 
ed thousands of dollars 
on improvements, tax 
them substantially? 

Why do we utilize only a 
fraction of the 
technology and a mini- 
scule amount of the 
self-discipline available 
to skillfully attack the 
energy conservation 
problem? 

There are many other why's that 
each of us have and each of us ask 
daily. Yet too often they are asked 
after the fact. 

Hopefully, if enough people 
repeatedly ask why, public attitudes 
and public policy is changed and we 
develop sensitivities. Enough people in 
Minnesota have asked why and as a 
result we have developed some of the 
most progressive environmental 
policies in the United States. Yet these 
environmental policies largely relate to 
preserving the natural environment. 

Soon we will look skyward and 
begin to ask why more often, and 
develop sensitivities and better public 
policy as it relates to the built environ- 
ment. 

John Rauma, a noted Minnesota 
architect, stated, "Architecture is а 
metaphor of its epoch.'' Yes, architec- 
ture does reflect society's current 
values and priorities. Unfortunately all 
our built environment, a great deal of 
which is designed by architects, ends 
up being called or serving as architec- 
ture. 

Perhaps it's a propos then to ask 
ourselves a few why's about our built 
environment and the structures that 
are being built. Why should they be 
built in that way? Why are buildings 
not being built that should be? 


Why is the Hubert H. Humphrey 
School of Public Affairs building's 
architect being selected by а 
haphazard process? 


The structure, as now conceived, 
calls for a building whose facade, 
would you believe, is shaped in the 
form of three H's. Most disturbing is 
the matter in which the initial architect 
selection was made. The fund raising 
committee, composed of many people 
from the East Coast, needed sorne 
Sketches to assist it in fund raising. 
They utilized a young Minnesota pro- 
fessional whose sketches they vvere 
not totally in concurrence with. They 
then entered in a relationship with a 
New York City firm. Sketches were 
prepared and the architectural firm 
sent out a news release to many na- 
tional magazines showing a rendering 
announcing they would be the arch- 
itect. It would be sad indeed if Min- 
nesota's foremost advocate of the 
democratic process were honored by 
a building whose architect vvas 
selected through a process that vvas 
conducted in such a shabby way. This 
is truly a building which is deserving of 
a national competition or at least 
selection of an architect through the 
Minnesota Designer's Selection 
Board. It has become a national model 
for a fair and impartial selection of pro- 
fessional consultants. 


Yes, if Hubert only knew, he would 
turn over in his grave. The happy vvar- 
rior, one of Minnesota’s foremost 
leaders, deserves more. So does the 
public and the institution, The Univer- 
sity of Minnesota. The facility will long 
be a part of their program and the 
financial commitment of this state. 


Why (when speaking of national 
competitions) does the Minnesota 
legislature not realize that it not only 
badly needs space for legislative hear- 
ing rooms, conference rooms, and a 
Historical Society Museum space; but 
that it has already spent several hun- 
dred thousand dollars for what should 
be an excellent solution? Because a 
small group of people raised their 
voices at a time that was politically 
sensitive, the Capitol Annex, the 
underground building in front of the 
State Capitol, may not be built. 
Already since the time that initial vote 
was taken construction costs have 
gone up 19 per cent and they are 
presently rising at the rate of 1.5 per 
cent per month. It would be unfor- 
tunate if the Minnesota Legislature in 
the next session does not take in- 
itiative and have the vision to con- 
struct this badly needed facility. 


And furthermore, why does a state 
agency such as the highway depart- 
ment (in the Department of Transpor- 
tation) not have some design stan- 
dards when it comes to the aesthetic 
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hodge-podge of barriers being erected 
along the metropolitan area's 
highways? It has become a monument 
to the concept that if federal funds are 
available, spend them. yes, it will do 
something to curb the noise impact of 
highways on neighborhoods. But does 
it have to look like a disconnected 
series of experiments for constructing 
dam or bridge encasements? Yes, it is 
a dam funny looking wall. 

Why doesn't the Metropolitan 
Council in concert with the 
Metropolitan Transit Agency and 
other policy makers being to face the 
need for a carefully conceived policy 
for metropolitan mass transit? Several 
years after the great transit debate the 
metropolitan area still lacks a coherent 
transit policy. It would be unfortunate, 
when faced with the serious energy 
crisis of the 1980's, for some action 
not to be taken soon. 

And lastly, why didn't the state о 
Minnesota undertake a more coheren 
planning study to develop rationa 
alternatives for a policy for the Boun 
dary Waters Canoe Area Nationa 
Park? Instead we have Congressme 
parading across the television tube, 
citizens parading down Main St., an 
rumors parading themselves in th 
newspaper with no rational resolutio 
in this issue. We should learn from thi 
issue .... 

The point is that we do need to as 
why more often. We need to ask wh 


From the world's finest | ; 
hardwoods, we turn out jl we are doing things, and carefull 
a , . consider the consequences first. 
millwork any architect — Daniel J. Sherida 
would be proud of -- 
including fine matched 
cabinetry executed to 
your exacting plans and 

specifications. 


we' ve done 
right by wood 


Contact Don  Boehmer, 

Jr., Roger Barlau or Rod 

Davies and learn about 

some recent installations i ; 

that prove we do right by ) To Aubenas tn 

wood. E Ре Ы ШЕФКЕ 
А УМ LL BS УЗ 


send $9.00 to 


| Architecture Minnesota 


7101 York Avenue S. 
Minneapolis, Minn. 55435 


217 Como Ave., St. Paul, MN 55103 
(612) 488-2525 
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nthony's Wharf Restaurant, 2Cook at 
aint Anthony Main, Minneapolis, Team 
О Architects, Minneapolis 


2Cook, the kitchen appliance shop 
for serious cooks operated by 
Kathleen Scott and Anne Zelle 
sparkles in the renovated Saint An- 
thony Main in Minneapolis. This shop 
and the newly opened Anthony's 
Wharf, the seafood restaurant, were 
designed by Team 70 Architects of 
Minneapolis. 


The planned community of 
Jonathan, located southwest of the 
Twin Cities, will soon boast its first 
restaurant thanks to the efforts of 
Roberts Architects, Chaska. Named 
Chaucers by the Lake, the facility will 
be situated in the Jonathan Village 
Shopping Mall and will feature terrace 
dining and a menu with a British ac- 
cent. The restaurant willhave a 1,200 
square foot outdoor dining terrace 
overlooking Lake Grace in addition to a 
1,600 square foot indoor restaurant. 


Thirteen Minnesota architectural 
firms and engineering firms have been 
awarded contracts to participate in a 


national, multi-million dollar research 
project to develop energy perfor- 
mance standards for the design of 
new buildings. The contracts were 
awarded by the AIA Research Cor- 
poration for a project sponsored by 
the U.S. Department of Housing and 
Urban Development and the Depart- 
ment of Energy. The Minnesota firms 
were among 168 chosen from a field 
of over 600 applicants and their ar- 
chitectural tasks include the challenge 
of redesigning a number of existing 
structures to learn how much less 
energy the buildings could be design- 
ed to use. The firms and projects that 
have been selected for energy 
redesign contracts are: Adkins 
Association, Saint Paul/Gladstone 
Park Medical Building, West Saint 
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Bob Katchmark at remodeled Le Carrousel Restaurant, Radisson St. Paul. Designer: Herman Crawford, 


M: 


Contract Services Associates. Wallcovering: “ 


UN 
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“We'll outservice any wallcovering 
supplier in the 5-state area." 


— Bob Katchmark, Hirshfield's Contract Sales 


That's our commitment to you, and 
to every architect, contractor and 
designer in the Upper Midwest. 

From Hirshfield's Contract Sales. 

Bring us a commercial wallcov- 
ering job and we'll give you service 
that won't quit. 

Service that won't quit until the 
job is done exactly the way you 
want. 

By that, we mean: 

e Prompt response to your 
phone calls. 


e On-site consulting and meas- 
uring for rollage. 


Distributors of: Stauffer Commercial Vinyls, Spectra Royale Vinyls and Architectural Refere 
Geometrics for Designers by Tapeten World, Bulltex Commercial Vinyls, Fred Cole Foils, Man 
and Textures & Stripes by J. Josephson, Edinburgh and Balmoral by Sidlaw of Scotland, 

Imperial Wallcoverings, Fuller-O'Brien Paints, Olympic Wood Finishes. Representatives for: J 


e Preparation of layout boards 
for client presentation. 


e Complete sampling program 
for all commercial lines. 


e Professional paint consulting. 
* A beautiful Contract Sales 


HIRSHFIELD'S 
CONTRACT SALES 


uscreens, 
Naturalle Plus by Carousel, Textured Vinyls by Moss, 
ack Denst Designs, Winfield Designs, Albert Van Luit. 


Showroom for your use. Plus 5 
other showrooms in the metro area. 

We're out to win your next wall- 
covering contract by outservicing 
the competition. Give us a call at 
(612) 370-2626 and we'll show you 
what we mean. 

Hirshfield's ...the Twin Cities’ 
largest and most complete deco- 
rating products supplier... since 
1894. 


Contract Sales Showroom: 824 
Hennepin Avenue, Minneapolis. 
Hours: Mon.-Fri.8:00 A.M.-5:00 P.M. 
Telephone: (612) 370-2626. 


nce File by S. R. Wood, Environmental Graphics, 


Executive Wood by S. R. Wood, Vinyl Weaves 


Executive Мој 


Paul; Centrum Architects, Min- 
neapolis/Phalen Park Dental Clinic, 
Saint Paul; Dickey/Kodet Architects, 
Edina/Embers Restaurant, Madison, 
WI; Dykins Associates, Bloom- 
ington/Security State Bank, Lind- 
strom; Hammel Green and Abraham- 
son, Saint Paul/elementary school, 
suburban Twin Cities; Horty, Elving 
and Associates, Minneapo- 
lis/Presbyterian Homes, Arden Hills: 
Hustad-Pontinen Architects, 
Edina/Buhler Miag Building, Plymouth; 
Miller, Dunwiddie Architects, Min- 
neapolis/Fuller Park Neighborhood 
Center, Minneapolis; Leonard Parker 
Associates, Minneapolis/University of 
Minnesota Law School, Minneapolis; 
Paul Pink and Associates, Min- 
neapolis/Apple Valley Shopping 
Center, Apple Valley: Reese/Rova 
Associates, Minneapolis/40-unit high 
rise apartment, Minneapolis: Smith 
Architects, Minneapolis/Twin Cities 
office building; and The Wold Associa- 
tion, Saint Paul/Richfield Towers, 
Richfield. 


Construction is underway on a new 
residence hall on the Saint Paul cam- 
pus of the College of Saint Thomas. 
Formerly an all-male institution, the ar- 
rival of female students this fall has 
created an urgent need for appropriate 
housing. Designed by McGuire, 
Courteau, Lucke Architects, Inc., 
Saint Paul, the new residence hall will 
house 140 students in apartment- 
style rooms. While the college has not 
officially designated the five-story 
structure as the ‘‘women’s dorm,” 
the first occupants are slated to be the 
arriving female students. 


The Minneapolis architectural and 
planning firm of Patch Erickson Mad- 
son, Inc., are the designers behind a 
$900,000 rehabilitation project for 
Harrison School and the $385,000 
Webber Neighborhood Park and 
Recreation Center, both in north Min- 
neapolis. The school rehabilitation will 
include reroofing, new ventilation and 
the construction of a new boiler room 
and receiving area addition. The 
recreation center project includes 
landscaping, walkways апа ‘‘tot 
lots,” a wading pool filtration system 
and the construction of a recreation 
center building which will be attached 
to the existing Webber Park structure. 
Landscape architects for the project 
are Wehrman-Chapman Associates, 
Inc. 


Final design plans for new inter- 
pretive center at the Deep-Portage 
Conservation Preserve, Cass County, 
have been completed by the Min- 
neapolis firm of Horty, Elving and 


Associates, Inc. The post and beam 
structure will be approximately 70 
feet long by 48 feet wide including a 
deck on the north side. Both exterior 
and interior walls will be covered with 
rough native pine paneling and both 
levels of the structure will contain 
meeting and observation areas along 
with classroom facilities. As a planned 
environmental education center, the 
facility will hopefully become self sup- 
porting within a few years through in- 
come generated from classes and 
other meetings. 


The Saint Paul firms of Toltz, King, 
Duvall, Anderson and Associates, 
Inc., Architects, Engineers and Plan- 
ners and Clarence R. Simonowicz and 
Associates, Development Planning 
and Management Consultants, have 
prepared a Downtown Development 
Concept for the City of Hutchinson, 


Minnesota. The concept will serve as 
the general framework for the 
redevelopment of the central business 
district. A prime developer has been 
selected by the City and over 
$10,000 of new construction, in- 
cluding commercial, residential and 
public development is anticipated over 
the next five years. 


One of the largest building projects 
in several years in the west-central 
Minnesota community of Willmar, is 
the construction of a $3.5 million, 
120-bed skilled nursing and care 
center for Bethesda Homes, Inc., a 
non-profit organization currently 
operating a four-level home nearby. 
Designed by Robert Hanson, Min- 
neapolis, in association with Genesis 
Architecture, Willmar, the new facility 
will contain 80 private rooms and 20 
double rooms, all air-conditioned with 
individual thermostats and humidity 
controls. The nursing stations are 
designed in such a way as to provide 
maximum resident care and it is an- 
ticipated that the structure will meet 
Minnesota State Department of 
Health codes for many years to come. 


The Northfield firm of Sovik Mathre 
Sathrum Quanbeck Architects апа 
Planners are currently developing a 
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NEARLY A YEAR AGO 
WE INTRODUCED TO YOU THE LAMBDA CHAIR. 
WE ARE PLEASED TO ANNOUNCE 
THAT THE RECEPTION AMONG ARCHITECTS, DESIGNERS, AND BUYERS, 
BOTH REGIONALLY AND NATIONALLY, HAS BEEN REMARKABLE 
THE THOUSANDS OF LAMBDA CHAIRS IN USE TODAY 
ARE A TESTIMONY TO THE CHAIR'S DESIGN AND STRUCTURAL EXCELLENCE. 
LAMBDA. A COMFORTABLE, AESTHETICALLY PLEASING 
READING CHAIR THAT IS ALSO DURABLE 
AND AFFORDABLE. 


T 


TUOHY FURNITURE CORPORATION 
42 ST.ALBANS PLACE, CHATFIELD MN 55923 
REGIONAL SALES OFFICE: 
905 PARKWAY DRIVE, ST.PAUL MN, 612-774-1584 


comprehensive development plan for 
the community of Cokato. When com- 
pleted, the plan is intended to help city 
government better plan for the future 
development of the community 
through the definition of trends in 
population, economy, employment, 
housing, residential development and 
undeveloped land. Preliminary data 
from the study indicates that about 
20 percent of the town's residents are 
over 65 and that the city seems to 
have a sound economic base deter- 
mined by the varying types of industry 
and business currently operating in the 
area. 


Setter, Leach and Lindstrom, Min- 
neapolis, are the architects for a $1.8 
million, 45,000 square foot addition 
to the Federated Insurance Companies 
office complex in Owatonna. The ad- 
dition will contain expanded data pro- 
cessing, training facilities and general 
office areas. Additionally, the new 
structure will be energy efficient 
thanks to a design feature calling for 
heat produced by the computerized air 
conditioning unit to be recovered and 
used to heat the building. 


Ground has been broken on Jordan 
Tower Il, a $2.8 million senior citizens 
housing project for the southern Min- 
nesota community of Red Wing 
designed by Trossen/Wright & 
Associates Architects, Saint Paul. The 
eight-story twin to the existing Jordan 
Tower, the new structure will offer 
102 rent-subsidized apartments for 
the elderly and will be connected to 
the original building by a covered 
walkway. 


Construction is underway on the 
upgrading of the fire alarm system and 
means of egress for University of Min- 
nesota Hospitals, Minneapolis. The 
$ 2.8 million project, one of the largest 
of its kind in the country, stemmed 
from a six month study by the joint 
venture of Centrum Architects Inc., 
and Bass Associates Inc., which pro- 
duced a set of alternative solutions 
utilizing a systems approach. The 
upgrading will bring University 
Hospitals into conformance with the 
latest Life Safety Standards of the 
Joint Commission on Hospital Ac- 
creditation and the Minnesota State 
Fire Marshall's office. 


Projects in Brief . . . 


The Saint Paul firm of Hammel 


Green and Abrahamson, Inc. are the 
architects for a major addition to the 
west wing offices of General Mills, 
Inc., Minneapolis . . 


. White Bear Lake 


architect Eldon D. Morrison is the 
designer for a $240,000 gymna Ssium 
and multi-purpose to the King of КЕ ings 


Church in Roseville . . . Plans are 
underway by the Wilder Foundatic—————9n to 
build a 16-story, 248-unit — CON- 
dominium tower along with 52 


townhouse units on the site of a 
former nursery in Saint Paul. Ar- 
chitects for the $13.2 million pject 
which will be financed through a E————»ond 
issue sponsored by the Saint Paul 
Housing and Redevelopment Aut EEEE ori- 
ty, are the Winsor/Faricy Architec———— ts, - 
Saint Paul... Cottle-Herman Ar- 
chitects, Inc., Minneapolis, are the 
designers of a classroom and or fice 
addition at Bethel College, Aden 
Hills . . . Bergstedt, Wahlberg, E erg- 
quist and Rohkohl, Inc., Saint Кш, 
have been retained by the commu ew nity 
of Inver Grove Heights to desis n a 
new city hall to be built at one of two 
possible sites... Inter Design, IE nc., 
Minneapolis, are the architects fo =r an 
estimated $1.3 million comm, nity 
center for South Saint Paul... A ma- 
jor addition and remodeling for Ss aint 
Paul's Como Park Senior High $сЁ ——300l 
has been designed by The Lunde— ———jJren 
Associates, Inc., Saint Paul . . . S&S aint 
Paul's Wold Association are the ar- 
chitects for a new headquarters for 
Washington County Human Serv — ces 
to be built in Woodbury . . . The eee lin- 
neapolis firm of Johnson, Sheldo теа & 
Sorenson, Architects, Inc., are the 
designers of a 16-unit rental housing 
project for the community of ,4Z4———"Am- 
boy ...Kielhack & Hans Dn, 
Crookston, are the architects for the 
proposed Lake of the Woods Со nty 
Museum to be located in Гага "vay 
Baudette ... A new church buic =H ing 
for Holy Trinity Lutheran Church, Sas 
been designed by the Rochester f—— irm 
of the Architectural Design Grow up, 
Inc. ... Madsen Associates, Ba ане 
Lake are the architects for a в. — —2Ànit 
senior citizens apartment Ыш ing 
located іп the community of New Y7 ork 


Mills . . . Ellerbe Associates, Imm cC., 
Bloomington, have designed a park—— ing 
ramp for Methodist Hospit— al, 
Rochester . . . Plans for a rehabil == ta- 


tion of the Duluth YMCA are on һе 
boards of Architects mmm v, 
Duluth... The Larsen Associat— mes, 
Minnetonka, are the architects for an 
administrative office facility to be 
located at Camp Ripley near Li Bz tle 
Falls . . . just to name a few .. .. LJ 


For further information contact zem he 
Minnesota Society AIA (67. 2) 
874-8771. 
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The Minnesota 
Zoological 
Garden 


Mike Wilkinson 


'"There is little doubt that 
when the zoo opens to the 
public in May, it will provide 
the very finest іп 200 
facilities.'' 


Фи) 
er 


Minnesota Zoological Garden symbol and 
trademark for use on all MZG identifica- 
tions. 
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For the architects at InterDesign, 
Inc., the opening of the Minnesota 
Zoological Garden in May will 
culminate seven years of work on the 
project, quite obviously an abnormally 
long period of time to spend on any ef- 
fort. But the MZG is a unique project, 
one which placed special demands on 
the architects both in terms of design 
and client needs. 

InterDesign of Minneapolis has 
practically been in the MZG's hip 
pocket from the very moment the idea 
of a new zoo was formulated nine 
years ago. It was then that the State 
Legislature authorized the creation of 
the Minnesota Zoologial Board, a col- 
lection of citizens from throughout the 
state. They were empowered to come 
up with a site location, an architect 
and a staff to put together what was 
hoped would eventually become one 
of the world's finest zoos. 

In 1973, InterDesign combined 
with Peterson, Clark, Inc. and Robert 
Lambert, Inc., both of Minneapolis, to 
form Zoo Team, the official design 
group authorized to create the new 
zoo facility. This followed three years 
of hard work and uncertainty by In- 
terDesign alone. They had been asked 
in 1970 to do a comprehensive study 
on a site location and a preliminary 
master plan. In 1971, they came back 
with a proposal calling for the location 
to be in Apple Valley and requested a 
construction budget of $32 million. 
Pressure by outstate House legislators 
who questioned the budget and to 
some extent the location, killed the 
idea during the last five minutes of the 
1971 session. 

But in 1973, the legislature was 
favorably responsive to a new pro- 
posal which trimmed the budget by 
cutting out plans for a state-funded 
extensive monorail transport system 
as well as some of the proposed ex- 
hibits. Reduced to $23.5million and 
with approval for an additional $2.3 
million bonding program, the final go- 
ahead was given. Zoo Team was told 
to proceed with final plans. 

"Our guidelines were rather direct,” 
says Dewey Thorbeck, head of Zoo 
Team and president of InterDesign. 
“Тһе facility had to be an all-weather 
facility, it was to be a northern 
hemisphere zoo and was to contain 
natural habitats for the animals who 
basically were to roam free while the 
people were basically caged in. Іп 
other words, the people move through 
the animals' environments rather than 
the animals being caged in human en- 
vironments.’ 

Other guidelines included making 
the entire facility an educational 
center with a state-wide outreach and 
appeal to all ages and groups. This 
means there will be a children's zoo 
located in the large interpretive center 


and exhibits which lend themselves to 
educational programs on biology cur- 
rently being taught in Minnesota 
schools. 

One of the most critical aspects to 
zoo operations is that they are impor- 
tant centers for animal research and 
are helping in breeding programs, 
especially for endangered species. 

From an architectural standpoint, 
Zoo Team set out from the very begin- 
ning to design structures which were 
unobtrusive to the natural surroun- 
dings of the 460 acre site. The MZG is 
located amongst rolling hills, woods 
and waterways east of Interstate 35 
and south of the Minnesota River. 

Study models were made of all 
phases of the project to guarantee 
compatibility of animal spaces with 
people spaces and the attendant sup- 
port services. Many form and space 
models were studied before develop- 
ing the concepts that met the needs of 
animal, visitor and maintenance fac- 
tors plus the aesthetic considerations 
required. 

“А major portion of the architec- 
tural design involved the integration of 
the buildings into the site (a large por- 
tion of the main building is 
underground or covered with earth) 
and the design of the mechanical and 
support systems for animal exhibit 
areas,’ reports Thorbeck. ''These in- 
cluded holding tanks for whales and 
dolphins and specially designed 
heating, ventilating and controlled 
temperature plumbing systems. 

"Extensive graphic and signage 
studies were made to check readabili- 
ty, simplicity of design and com- 
munication of a maximum of informa- 
tion in a minimum of space and time. 
This involved color coding of major 
zoogeographic areas, directional 
signage for pedestrian and vehicular 
traffic, international symbol usage for 
foreign visitors and building and facili- 
ty identification. Special graphic 
displays interpret each major exhibi- 
tion or facility with text, images and 
TV and AV presentations.'' 

The zoo can be categorically divided 
into a number of physical parts. These 
are: 

Main Building Complex: the mai 
building complex, which houses the 
administration offices, restaurants, 
gift shops, rental lockers, first aid 
center, restrooms and educational 
wing and research center, a large- 
group auditorium and classrooms. An 
interior pedestrian concourse con- 
nects all of the major zoo features. 

Tropical Exhibit: the tropical exhibit 
is a sky-lighted, climate-controlled 
conservatory housing 80 or so tropical 
species viewed in treetops, nocturnal- 
ly, underwater and in a variety of 
natural settings. It is, in effect, a huge 
greenhouse with up to two acres of 


Master site plan 
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exhibits and animal holding facilities. 

Aquarium: the aquatic exhibit in- 
cludes a 560,000 gallon tank for 
Beluga whales (the world's largest 
saltwater aquarium) and nine other 
aquaria representing about 40 species 
of marine life from the temperate, 
tropical and polar oceans. 

Macaque Exhibit: the macaque ex- 
hibit is a separate outdoor facility 
displaying the Japanese Macaque 
monkey. 

Minnesota Exhibit: the Minnesota 
exhibit includes a nocturnal exhibit 
and habitats of lake and stream to 
forest regions within Minnesota. It will 
display up to 100 species of native 
wildlife. 

Children's Zoo: a children's zoo 
features domestic animals, 
demonstration areas, a special ex- 
hibits building and a pony cart track. 

Northern Trek: the largest exhibit, 
the northern trek is a simulated trek 
across the northern hemisphere and 
features large, open outdoor exhibi- 
tion areas and will initially include 
Siberian Tigers, Asiatic Wild Horses, 
Bactrian Camels, Moose and Musk- 
Ox. 

The entire MZG project was fast- 
tracked in 28 major construction 
packages comprising 46 different 
contracts. Project Manager Art Young 
and Construction Manager Walt Tuttle 
as well as Thorbeck and Lambert, met 
every two weeks regularly with the 
Zoo Board to review progress to date 
and to submit schematic and design 
development drawings for approval. 

“This is a very large complex using 
public monies. It was a very close rela- 
tionship and free of political in- 
fluence,” Thorbeck adds. 

The site was selected not only with 
an eye to land availability and its con- 
venience to the Twin Cities, but also 
because the topography lent itself to 
easy construction of outdoor exhibits 
and because of the high amount of 
open and vegetated areas. There is 
also, Thorbeck adds, a nice slope to 
the land for water runoff. 

The Northern Trek is only about 
one-third done and will not be com- 
pleted for another four years. The 
southern portion will be open to the 
public come May. The first stages will 
house the tigers, musk ox, wild 
horses, camels and moose. Later, it 
will contain wolves, reindeer, polar 
bears, seals, snow leopards, mountain 
goats and grizzly bears. 

“Опе of the things we attempted to 
design into the system was a situation 
in which the animals are in as much of 
a natural setting as possible so that 
their conduct is the same as it would 
be in the wild," says Thorbeck. “Тһе 
beavers, for instance, will build dams 
and houses that can be viewed from 
above the surface of the water and 
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While attention for the next 
several months will undoubtedly be 
focused on the new Minnesota 
Zoological Garden, efforts will be 
underway to renovate and expand 
another well-known zoo in the 
Twin Cities, Como Park Zoo in 
Saint Paul. 

Como lies in the heart of Saint 
Paul, part of the Como Park System 
which includs a conservatory, 
athletic fields, golf and water 
sports facilities. For many years, it 
has housed numerous species of 
wildlife f around the world ranging 
from African and South American 
cats to monkeys, gorillas and 
wolves. 

The facilities, however, have 
always been somewhat lacking and 
it was decided a few years ago by 
the City of Saint Paul and the State 
of Minnesota that Como deserved 
a better fate than to die off when 
the MZG came in. So, it was agreed 
upon the the Como Park Zoo should 
undergo a face-lift. The Saint Paul 
architectural firm of Rafferty, Raf- 
ferty and Mikutowski and Sint 
Louis-based Peckam, Guiton and 
Associates were asked to prepare a 
master plan for the renovation. 
Peckam and Guiton have done the 
work on the Busch Gardens 
throughout the country for the 
Anheuser-Busch Company of Saint 
Louis. 

“We firmly believe that both the 


Como Park Zoo 


new MZG and Como can survive 
quite comfortably in the Twin 
Cities," says Duane Stolpe, ar- 
chitect and project coordinator for 
the City of Saint Paul. ''Como is ап 
inner-city zoo that meets the needs 
of a great many people. We believe 
once the facilities are improved, 
modernized and expanded, its 
popularity will grow even more.” 

Stolpe says two zoos have made 
it in other cities like Chicago with 
its Lincoln Park Zoo in the inner city 
and Brookfield Zoo in the suburbs. 
Como also has a fine breeding pro- 
gram (the first zoo to successfully 
breed Siberian Tigers in captivity) 
and has always drawn well. 

In May, the architectural team 
will present a master plan and a 
preliminary cost breakdown. 
Presently, the project is operating 
with an initial budget of $3.7 
million and will undoubtedly re- 
quest additional funding in the next 
legislative session. In the months 
ahead, a hard look at Como will be 
taken to determine how it will fit in- 
to the entire park complex as well 
as how it can best meet the needs 
of the city. 

Once those things are determin- 
ed, construction should start by 
late in the year. Hopefully, Como 
will become a nice part to a very 
successful two-part zoo system in 
the Twin Cities. M.W. 


below through special observation 
windows. There will also be close cir- 
cuit televisions inside their houses so 
people can see them at work. The 
dams will be periodically torn down so 
they are stimulated to rebuild them.'' 

Several of the exhibits presented 
unique problems for the architects. 
Originally, a greenhouse system was 
planned for the Tropical Exhibit which 
houses hundreds of plans and trees, 
but it was determined that the heat in- 
side would be too great for both peo- 
ple and the animals. Instead, a series 
of adjustable skylights to refract 
sunlight was built in, thus allowing for 
indirect —but necessary—light, yet 
reducing or increasing heat as needed. 

Another interesting project involv- 
ing the design team was the work 
done on the artificial terrain for the 
Tropical Exhibit, particularly the rock 
work. Working with geologists from 
the University of Minnesota, the ar- 
chitects identified the kinds of rock 


outcroppings indigenous to Southeast 
Asia where most of the MZG tropical 


'exhibits are from. A Minnesota firm 


and a California firm were contacted 
to develop rubber molds from which 
the outcroppings could be made. Us- 
ing rubber and colored concrete, they 
were able to reproduce the original 
rocks withwhat Thorbeck calls ''an 
amazing authenticity.'' 

The indoor facilities incorporate 
both exhibits and departure points for 
the rest of the zoo. At the main 
building complex, the upper level con- 
tains the orientation facility describing 
the entire zoo, displays, a concourse 
level for travel (both by foot and on 
the eventual monorail) for the Nor- 
thern Trek, exhibits, education pro- 
grams and major public facilities and 
the lower service levels and 
restaurant. The whale, Minnesota and 
Oriental exhiits are interconnected and 
immediately adjacent to each other. 
The animal housing and veterinary 
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facilities are located to the north, 
away from the main complex. 


The Zoo Team used as few building 
materials as possible and, as previous- 
ly pointed out, were subtle in their ap- 
proach in order to reduce the impact 
on the natural surroundings. Poured 
and block concrete were used on all 
buildings. The structural system is 
concrete with steel truss and glass 
roofs in the Tropical Exhibit. The cen- 
tral heating plant provides high 
temperature hot water (convertible to 
coal) and a solar energy exhibit is tied 
into the zoo ride. It will be used to 
demonstrate the effective use of sun 
power by heating the transit station 
and the domestic water needs of the 
main building. It is funded by a grant 
from the U.S. Department of Energy. 

The lead designers have been 
Thorbeck, Roger Martin, landscape ar- 
chitect; Peter Seitz, graphics and ex- 
hibit design; Bob Lambert, programm- 
ing and exhibit design; Art Young, pro- 
ject manager; and Walt Tuttle, con- 
struction manager. 

Structural Engineers were Bakke, 
Kopp, Ballou & McFarlin; mechanical 
and electrical were Jacus Associates; 
civil engineers were Clark Engineering; 
and cost analysts were Hodges, Jage 
of Minnesota. The major contractors 
were Bor-Son Construction, Knutson 
Construction, Shaw-Lindquist and 
M.A.Mortenson Construction. 

There is little doubt that when the 
zoo opens to the public in May, it will 
provide the very finest in zoo facilities 
to its anticipated hundreds of 
thousands of annual visitors. It could 
well become as one zoo official 
predicted, ‘‘the finest zoo in the 
world.'' 


Mike Wilkinson is a free lance writer and 
regional correspondent for Building Design 
and Construction. 
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Innovations in 
Correctional 


Facilities 
Bruce McManus 


“Тһе idea that a prison 
building could have qualities of 
a work of art is a somewhat ar- 
resting paradox.’ 


Albert Ten Eyck Gardner, Metropolitan 
Museum of Art, New York 


RAMSEY COUNTY 
JUVENILE CENTER 
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America, in the last two decades 
has experienced upheavals in its social 
institutions which some political 
scientists refer to as a revolution. By 
whatever name, many of the institu- 
tions of society have been dramatical- 
ly altered in recent years. The fields of 
detention and corrections have been 
greatly affected by these events. 

In an earlier era, behavioral scien- 
tists and correctional administrators 
viewed offenders in the context of 
what has been termed ''the medical 
model.'' It was assumed that these in- 
dividuals were socially ill and that pro- 
per dispositions involved diagnosing 
their ills and treating them in such a 
manner that they could be released as 
"cured." In order to achieve this, 
behavioral science, medicine, and 
education focussed their resources 
upon a sometimes willing but often 
recalcitrant client. In the 1970's, in 
Minnesota and in a growing number of 
other states, the offender has come to 
be looked upon as a citizen who, for a 
variety of reasons, has violated the 
law and is subject to social sanction. 
Throughout the duration of the impos- 
ed sanction, help should be made 
available to the individual who seeks it 
but not forced upon him. Emphasized 
increasingly is the need to deal with 


the individual in a fair, consistent, just 
and humane manner. 

This process has been hastened by 
the courts which largely ignored the 
correctional process in the first 190 
years of this country's history but 
have now taken an extensive interest. 
As a result, the constitution of the 
United States has been drastically re- 
interpreted to afford offenders the full 
protection of the law as it relates to 
freedom of speech, freedom of 
association, the right to due process, 
and many other rights and protections 
which were heretofore not afforded. 

Minnesota for years has been 
among the leading states in the use of 
community based programs for deal- 
ing with its offenders. In earlier days, 
this was characterized by probation, 
parole, and work release. Newer in- 
novations such as restitution рго- 
grams wherein offenders are required 
to work in the community to pay back 
their victims are being employed in- 
creasingly. Community corrections 
centers providing alternatives to in- 
carceration for offenders who need 
support and structure in their lives are 
currently abundant, especially in the 
Twin Cities Metropolitan area. 

The Minnesota Community Correc- 
tions Act is cited nationwide as an ex- 
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Ramsey County Juvenile Service Center, 
Saint Paul, Minnesota, The Leonard Parker 
Associates —formerly Parker Klein 
Associates— Architects, 430 Oak Grove, 
Minneapolis, Minnesota; Walker McGough 
Foltz Lyerla, North 120 Wall Street, 
Spokane, Washington 

Ramsey County is in the process of upgrading its 
Juvenile Justice System. County authorities recognize 
that the handling of juvenile offenders is crucial if they 
are to be deterred from a life of crime and progression in- 
to the adult institutional system. The County charge to 
the architects was to develop a downtown Juvenile Ser- 
vice Center to provide more expeditious and comprehen- 
sive services to the juvenile in trouble, by combining the 
following in close proximity: (a) Juvenile Court including 
the Juvenile Division Court Unit (probation officers); (b) 
Resource representation from community service agen 
cies; (c) Detention housing for youngsters who must wait 
more than 24 hours for a hearing or for release to their 
parents 


Hennepin County Adult Detention Center, 
Minneapolis, Minnesota, Ellerbe Arch- 
itects/Engineers/Planners, Bloomington, 
Minnesota 

Completion date: May 1978; Bed capacity: 292. Since it 
literally replaced the old jail, the new facility was de 
signed for construction in two phases to permit con 
tinuous occupancy during construction. The Adult 
Detention Center is located in the upper two levels of the 
City Hall and Courthouse Building with an intake center 
for holding, booking and screening at street level. Food 
preparation and laundry facilities make the center 
somewhat self-contained. A secure tunnel and elevator 
systern permits prisoner access to courtrooms in the ad- 
jacent Government Center. Construction cost was $6.7 
million 


High Security Facility, State of Minnesota, 
Oak Park Heights, Minnesota, Winsor- 
Faricy Architects, Inc., Saint Paul, arch- 
itects; Gruzen and Partners, New York, 
consulting architects; Kirkham Michael 
and Associates, Minneapolis, consulting 
engineers; Charles Wood, Minneapolis, 
landscape architect; McGough Construc- 
tion Co., Saint Paul, construction manage- 
ment for State of Minnesota 


Ramsey County Adult Detention Center, 
Saint Paul, Minnesota 


The Wold Association, Saint Paul, Min- 
nesota, architects; Gruzen and Partners, 
New York, New York, associate ar- 
chitects; Kirkham-Michael Associates, 
Minneapolis, Minnesota, consulting 
engineers; R. Richard Gauger, project 
representative for the facility. 


The design concept for the new Detention Center began 
with the development of a highly flexible building design 
for the pre-trial holding of detainees. The design allows 
for a wide range of housing types of minimum, medium 
and maximum security categories. The traditional sym 
bols of incarceration, i.e., cage-like cells and barred win 
dows, have been eliminated. The architecture symbolizes 
the positive effects of adequate space, light and air by 
providing individual inmate rooms thereby reducing the 
environmental stresses of crowded confinement 


A public plaza at Kelloga Blvd. presents a dramatic view 
of the Mississippi River. The plaza also acts as an exten 
sion of the Kellogg Mall. The building facade utilizes an 
angular form which maximizes the amount of perimeter 
area achievable on the limited site and permits natural 
light in all living units. The resulting essentially one sided 
building conserves energy and maintains security con- 
trol. The exterior of this maximum security building will 
be of masonry construction and high security alarm 
glass 
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ample of a constructive approach to 
correctional change. Under this act, 
Minnesota counties are rewarded 
financially for developing correctional 
programs in the community at the 
grassroots level where it is felt that 
the offender can best be helped and 
controlled. Such financial incentives 
have caused a dramatic reduction in 
the number of juveniles in state in- 
stitutions and have resulted in in- 
novative new programs at the local 
level. Adult programs are similarly en- 
couraged and the act is one reason 
cited for the fact that state institutions 
for adults in Minnesota are not crowd- 
ed while those in many other states 
are overflowing at this time. 

It is in the context of these 
developments that Minnesota is en- 
countering a boom in the construction 
of new and the remodeling of older 
correctional facilities. This has been 
undertaken to create facilities in which 
inmates may be safely, humanely, and 
justly housed during their period of in- 
carceration or while avvaiting trial. 

Correctional administrators are 
beginning to recognize what ar- 
chitects have known for many years, 
that the environment created by a 
structure has a great deal of impact 
upon the emotions and behavior of 
those who live within. It is hoped that 
positive environments may replace 
those which have gone before. It is 
also increasingly recognized that 
facilities need not be ugly, monstrous 
places which contaminate the com- 
munities in which they are placed. 
Rather, it is possible to rnake facilities 
“good neighbors." Some facilities 
which have been built in the United 
States and in the rest of the world in 
the past five years can be called 
beautiful in their own vvay. A prime 
example of this in the midwest is the 
Metropolitan Corrections Center of 
the Federal Bureau of Prisons in 
Chicago and the new Ramsey County 
jail in Saint Paul. 


Bruce W. McManus is Project Director, 
High Security Facility Project, Minnesota 
Department of Corrections, Saint Paul, 
Minnesota. He is responsible for program- 
ming, planning and phase-in of the new 
400 resident facility and also for the pro- 
gramming, planning and renovation of the 
existing Minnesota State Prison. 
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Ihe slacks are 1968. 
The shoes are 1970 
The tie is 1972. 

The coat is 197A 
The shirt is 1976. 


And the look is 19/5 


Year in and year out the That's because Sims is 


trends come and thetrendsgoin dedicated to the proposition that 
men's fashions. traditional men's clothing 
But not at Sims. makes eminently better sense 
When you buy a suitor coat than any alternative of which 
or tie or anything else from we know. 


Sims, you won't find yourself And that's why traditional 
abandoning it with embarass- clothing is the only kind of 
ment in two or three years. clothing we sell. 


Minneapolis * Wayzata 


LaSalle Court Building * 43 So. 8th St., Mpls., MN 55402 * 333-5275 
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Noguchi's 
Imaginary 
Landscapes 
Walker Art 
Center 
Minneapolis 

23 April-18 June 


Thomas Hodne Jr. 


Martha Graham's Cave of the Heart by 
Noguchi, 1946 
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The current Noguchi exhibition at 
the Walker Art Center reacquainted 
me with Noguchi's work which 1 ad- 
mired as an architectural student over 
20 years ago. The show expertly 
displays an amazing array of visionary 
diversity, from sculptural objects to 
urban environment. | believe a parallel 
exists between Noguchi, the 
sculptor/mini-environmentalist, and 
today's architect/urban designer. The 
urban designer approaches design pro- 
blems from the ‘‘outside іп,” and the 
traditional architect from the ''inside 
out.” Similarly, Noguchi seems to ap- 
proach his environments from an ur- 
ban designer's perspective. He 


creates land forms (dating back to the 


1930's) that become background 
buildings while his sculptural and 
functional forms (e.q. play apparatus) 
are his focal buildings. Even his stage 
setting designs become the ''building 
settings’ for the ''people actors” to 
experience by seeing, feeling and sur- 
rounding. 

If one ''squints'' at his work as a 
whole, one can perceive of his 
sculptural/environmental approach as 
the major missing ingredient in our ur- 
ban design process. | believe we need 
a ‘‘bold and noble'' urban design ef- 
fort for our cities to provide a design 
framework for the object buildings. ! 


Beineke Library, Yale University, New 
Haven, Conn. 


Chase Manhattan Bank Plaza, New York 
City 


believe the functional and economic 
aspects of cities and buildings can 
operate within a visionary form con- 
cept. | vote to commission Noguchi's 
sculptural/environmental concept ap- 
proach as an additive to the current 
Minneapolis METRO 90 Planning Pro- 
cess. 

On the overall impact of the exhibi- 
tion, | was very intrigued and actually 
amazed at the depth of his work. One 
respected person remarked to me, 
“Модисһі has magic in his work.'' 

Of greatest interest were the land 
sculpture/non-built work and his ex- 
cellent environmental built projects: 
the Chase Manhattan Bank and Yale 
Library viewing courts and Piedmont 
Park and Plaza in Atlanta, featuring 
natural ground with the right sparkle 
of color. These are simple and elegant 
with just the proper balance of man- 
made ''stuff.'" Noguchi knows when 
to stop a work. So many of us tend to 
"over object''our environments. 

Another exuberant yet subtle work 
is his "''interior garden" for the 
Japanese Flower Arranging School: a 
mountain of stone indoors with rich 
wood forms giving warm contrast. 


This is a superb example of his sym- 
pathetic traditional, yet contemporary 
design symbolism. 

Other functional objects in his com- 
prehensive repertoire are his classic 
glass coffee table and paper lamps. 
Technology at its best is expressed in 
the inner workings of the complex 
mechanical systems in his fountains. 

Noguchi convinced me that he is 
equally talented as an architect by his 
Martha Graham Theater design done 
in 1976. An amazing ‘‘whole person'' 
designer of extraordinary talents. | am 
invigorated! | believe the over 50 age 
group still has a lot of time as Noguchi 
was 54 years old before realizing his 
first built exterior environmental pro- 
ject in collaboration with Skidmore, 
Owings & Merrill. 

Thank you Walker and thank you 
Isamu Noguchi. ІРІ 


Тот Hodne Jr., Architect/Urban 
Designer, is а principal іп Тһе 
Hodne/Stageberg Partners, Inc. of Min- 
neapolis, and a Professor of Architecture 
at the University of Minnesota School of 
Landscape Architecture and Architecture. 
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Dayton's Home 
Center and the 
Life of the Mind 


By Rosamond Tryon 


The exterior statue is a stainless steel 
structure, about 8' tall by 6' and is a foun- 
tain: The work was designed by Jack 
Becker, and has been adapted in a logo for 
the store's advertising. The new Dayton's 
Southdale Home Store is a three level, 
83,000 sq. ft. home furnishings store, 
designed by Bentz/Thompson and 
Associates, Inc., Minneapolis. 
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Visitors to the opulent new 
Daytons' Home Center in Edina are 
likely to encounter more than elegant 
room settings, expensive objets d'art, 
harried salespeople and other ac- 
quisitive humans like themselves. 
Allusively alive in the sprawling eclec- 
ticism of these precincts are the 
disembodied ghosts of the beautiful 
people for whom they were intended. 
Born in the wishful minds of 
decorators and manufacturers and 
nurtured by the myths and expecta- 
tions we all derive from magazines 
and television versions of the good 
life, these faceless ectoplasmic 
WASPS inhabit carefully ordered, 
meticulously dusted salons, dine off 
fine porcelain in exquisite dining 
rooms. Their children — serious boys of 
unquestionably masculine, rich brown 
tastes who are headed for prep school 
or Yale—lovely little girls in frilled 
pinafores with never a curl out of 
place —inhabit sumptuously furnished 
bedrooms. The individuality of these 
spirits is felt only in the subtle dif- 
ferences of their life styles— some are 
serious and sober and read or discuss 
politics in period settings, some are 
smartly contemporary, sipping 
cocktails in contemporary understated 
elegance. Sybarites and swingers (all 
in the best of taste) sink into immense 
overstuffed couches in rooms lit with 
a sensuous glow, surrounded with 
'"interesting'' bric-a-brac, trendy 
candles. Many of them, we see, have 
interests — a fascination with Egyptian 
antiquities, ''modern ап,” “Тап” 
lamps. 


For the casual ordinary human 
visitor these encounters have the thrill 
of archeology. Once the presence of 
the ghosts is known, they are met 
everywhere—standing posed by 
Queen Anne desks in chiffon morning 
gowns, speaking to each other sotto 
voce in conversation pits, admiring 
themselves in ornamental mirrors. We 
see well what they have in common. 
All of them know how to please 
themselves, they value comfort, good 
taste and order above all else. All are 
young, slender, serene and rich. Even 
the more adventurous of them are 
moderately conservative. We know 
they are educated, perfectly dressed, 
well mannered, never gauche. They 
have never had a moment of anger, 
awkwardness or embarrassment. 
Perhaps they are, or are meant to be, 
ourselves as we would like to 
be— wealthy, leisured, guiltless and 
eternally self-possessed. In this fourth 
dimension children never cry, toes are 
never stubbed, the bill collector never 
comes. No one is old, or ugly, or sick. 
Their children are never messy. No 
one is ever anxious. All of them have 
independent incomes. 

The first false note is struck, 
however, when the amateur ar- 
chaeologist turns for further enlighten- 
ment to their favorite reading matter. 
All the appropriate rooms are furnish- 
ed with books, arranged in bookcases, 
on night tables—flung down in the 
middle of a chapter on a coffee table, 
propped up for serious reading on an 
elegant book stand. Can these 
ethereal 


beings, our richer, better 


This dining area in Dayton's new 
Southdale Home Store is а “cave room,” 
complete with decorative turtle and snail, 
and live greenery and fountain. 


selves, nourish their intellectual life by 
and large on Readers Digest Con- 
densed Books from the 1950s?Are 
their clever children provided only with 
old volumes of outdated encyclopedias 
and pre-World War | society 
romances? Why are they all so ad- 
dicted to hopelessly outdated law 
books and accounting texts? Can that 
sophisticated lady in the softly lighted 
boudoir really have been reading Three 
Gringos in Central America? \s the 
smart young couple in mirrored sur- 
roundings really proud of the 1928 
Handbook of Diseases of the Rectum? 
Are young trendsetters taking 1891 
Chautauqua courses and reading Little 
Visits with Great Americans? Even 
rich illiterates can buy beautifully 
bound books by the yard to furnish 
their studies. 

Would they be satisfied with dog- 
eared old tax guides, 1950's high 
school biology texts and remaindered 
fiction from the turn of the century? 
Wouldn't that couple so entranced 
with Egypt that they wish a full-blown 
replica of a mummy case in their living 


room have at least one of the recent 
beautifully illustrated books or» Egyp- 
tian Art on their coffee table? One is 
forced to conclude that Dayto r» s does 
not think so. Gabberts may per» aps be 
excused since they don't sell Books, 
but Daytons could dig up a few ар- 
propriate volumes without goireg out- 
side the store. 

Sadly, the beautiful people» fade 
away, stunted in mind and irra agina- 
tion by the parsimony of their 
creators. Faceless, emotionless апа 
now mindless, they recede irato the 
corporate mist and we are left once 
more with the Sunday afternoor»x shop- 
pers, imperfection personified, earn- 
ing for this and that, quieting sq v alling 
children, figuring bank balancess — but, 
on the other hand, perhaps willing 
once in a while to read a good book, 
love someone or have a good cry. 


Rosamond Tryon is a librarian wz£2 close 
architectural interests, who believes. with 
Mies van der Rohe, that “God is fn the 
details.” 
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VIKING COCA COLA 


ST. CLOUD, MINNESOTA 


ARCHITECT: Pauly Architects, Inc. - St. Cloud, Minnesota 
CONTRACTOR: Conlon Construction Company - St. Cloud, Minnesota 


May we point out what you don't see in this construction photograph, and more 
specifically why WCPC is selected as the prestressed subcontractor. 


e insulated sandwich panels with wire mesh both faces in addition to 
longitudinal temperature steel and strand 


Uninterrupted insulation at building corners 
Cast in nailers, reglets and unistrut 
Plant cast diaphrams 


All phase, registered engineer involvement from initial sales call to final erec- 
tion 


WCPC is proud to have been selected as the prestress supplier of this well plan- 
ned, handsome, energy conscious facility. 


We invite you to call us for preliminary estimates and further information. 


WELLS 
E PRODUCTS COMPANY 


CONCRET 


BOX 37, WELLS, MINN. 56097 - PHONE (507) 553-3138 


A Pattern Language 


Towns -Buildings ‘Construction | 


Christopher Alexander 


Sara Ishikawa - Murray Silverstein 
" 


Max Jacobson - Ingrid Fiksdahl-King 


Shlomo Angel | 
22. | 


Pattern Language by Christopher 
Alexander etal, Oxford University 
Press, 27.50 

"After a ten year silence, 
Christopher Alexander and his col- 
leagues at the Center for Environmen- 
tal Structure are now publishing a ma- 
jor statement in the form of three 
books which will, in their words, 'lay 
the basis for an entirely new approach 
to architecture, building and planning, 
which will, we hope, replace existing 
ideas and practices entirely.' At the 
core of these books is the idea that 
people should design for themselves 
their own houses, streets and com- 
munities.’ 


NATURAL 


SOLAR 


ARCHITECTURE 
D PASSE yp eere 


DAVID WRIGHT 


ais 


луу тетт) s,olieGü 


Natural Solar Architecture: а 
passive primer by David Wright, Van 
Hostrand Rinehold, 7.95 paperback 


"Natural Solar Architecture is 
literally chock full of tips and 
guidelines, and solar home en- 


These and many other books are 
available from the Architectural 
Center, 402 N.W. Skyway, Saint Paul 
55101. Telephone (612) 227-0761. 


DAVID MACAULAY 


GREAT MOMENTS IN 


ARCHITECTURE 


Great Moments in Architecture by 
David Macaulay, Houghton-Mifflin, 
5.95 


‘*David Macaulay, whose 
phenomenally successful books 
Cathedral, City, Pyramid, 


Underground and Castle have won 
him international acclaim, here 
demonstrates a fresh and beguiling 
side to his talents. Great Moments in 


Architecture is a wondrous portfolio 


that has to be seen to be fully 
savored—or even believed for that 
matter. Here are the plans for . . . the 


disastrous meeting of the greater and 
lesser walls of China, the tower of 
Pisa on a skewed drafting table. A 
selection of the drawings in this book 
created a sensation when they were 
exhibited іп 1977 at New York's 
Spaced Gallery. 


thusiasts will enjoy perusing the five, 
'visionary, maybe illusionary, probably 
realistic’ schemes for solar energized 
homes.'" Appendix includes metric 
conversion tables, a list of reference 
materials, and a reading matrix. 


Kicked a Building Lately? by Ada 


Louise Huxtable, 5.95 
paper 

4... Among the most perceptive, 
readable and fascinating commen- 
taries that have been written about 
the state of architecture in 
America.'' — Journal of Aesthetics and 
Art Criticism. Her comments are all ar- 
rows of the chase, released when the 
aim seemed good, and with some fine 
hits. — The Hudson Review. 


Quadrangle, 
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Getting Technical Data on Masonry Used 
to Be Pretty Difficult. Not Any More. 


The technical library is a lot like a law 
library. A cross section of data has to 
be both available and complete. 


Acknowledging the demand for an 
overall technical data facility in Minn- 
esota, MMI is building, and is continu- 
ing to build the number one source of 
data for all types of masonry construc- 
tion. 


The mechanics are simple. All you 
have to do is either pick up the phone 
or stop by for a visit. Office hours are 8 
to 5 on week days. Complete con- 
ference room and film projection 
facilities are at your disposal. 


If you have a question call MMI. If the 
answer isn't at our fingertips, we'll get it 
for you. 


АА 


minnesota 
masonry 
institute 


7851 Metro Parkwoy, Suite 103 
Minneapolis. Minnesota 55420 
(612) 854-0196 


2 ов 


Editor: 

For the past year | have been 
reviewing your publication, Architec- 
ture Minnesota, second hand. | have 
always received it with interest and 
with anticipation of reading about out- 
state projects, but so little has been 
said about projects, other than Twin 
Cities originals that | think either the 
name of the publication should be 
changed to Architecture Twin Cities 
or consider giving more out-state pro- 
jects consideration and keep the name 
meaningful. 

Like all controlled publications, the 
positive is always displayed and never 
the negative which leaves one to 
believe that architecture is a profes- 
sion without failures. You would do 
yur fellow architects a service to 
speak about the mistakes made and 
help resolve problems to provide 
owners and operators of the buildings 
which dominate your publication. Bet- 
ter buildings with costs of operation 
and maintenance are key factors of 
design as well as leaking roofs and 
product failures. 

When you speak about renova- 
tion/restoration projects in your 
publication, | think you should look 
around the state for some better ex- 
amples of restoration than you have 
spoken of to date. A good example is 
the major restoration/renovation of 
Central High School, Duluth, Min- 
nesota. It is, | know, a long way from 
Minneapolis, but | believe it should be 
recognized for its rebirth as an effi- 
cient school district administration 
building with a renewed life expectan- 
Cy in excess of seventy years when 
totally completed. 

As an active School Board Member 
and the Director of Plant Services for a 
local Duluth Hospital, | have seen the 
state of the art of architecture stumble 
many times as it trips over the fun- 
damentals of good design while look- 
ing to the heavens for inspiration and 
to its peers for awards. 

Robert A. Bodin 

Director of Plant Service 
Miller-Dwan 

Hospital and Medical Center 
Duluth 


Editor: 

Your January-February issue was 
superb! 

Specifically, the article on Min- 
nesota's quality of architecture and 
the challenge you presented in that ar- 
ticle to Minnesotans regarding con- 
struction of the mall building in front 
of the capitol in Saint Paul brought a 
lot of light to the subject that 
generated mostly heat in the 1977 
session . ... 


The pictures of the capitol building 


itself demonstrated so graphically 
how much life and vitality there is in 
the color and design of this building. 
Even though | consider myself to be 
something of a student of this 
remarkable building, your pictures 
brought out nuances that | had never 
noticed before. 

Finally, your article on overlapping 
responsibility explicit in the state's 
various building codes was very 
helpful. ... 

John Clawson 
State Representative 
District 19A 


Editor: 

Very quietly but also very 
methodically | have been doing some 
research unto myself in trying to 
outline the characteristics, the origins 
and the possible future development 
or evolution of what | can best 
describe as a very elliptical and for 
myself even insidious style of design. | 
have been thinking also that | might, if 
І could get someone's endorsement, 
apply for a fellowship from the Min- 
nesota State Arts Council to docu- 
ment and publish my conclusions. 

Perhaps | can interest you, although 
the design style | define has not been 
so easy to document in architectural 
works. It will no doubt, however, in- 
fluence perhaps even very soon the 
art of architecture. The style is best 
represented by plastic objects, it is 
best represented by the color beige 
(for myself any pale plastic color will 
do) and by the ever so soft and sen- 
suous corners. Best examples are cer- 
tain plastic covered metronomes, im- 
mense unfolding hair dryers for ladies, 
some plastic cups and even chairs. . . . 
They represent what | have named the 
Suppository School of Design. 

The design is innocuous for obvious 
reasons, for truly the objects appear to 
have been prepared for horses, giraf- 
fes, whales, dinosaurs . . . etc. | must 
really stop now, but | can see that | am 
giving away my classification system. 

If you should yourself care, | could 
forward you privately an outline of my 
research and conclusions. In the 
meantime you should know that ! 
have officially registered the name. 
Elbert L. Restad 
Worthington 


Architecture Minnesota identified 
this style some years ago. Although 
we perhaps did not name it so aptly, 
we warned of its dangers and its 
potentials. We have since commis- 
sioned a thorough investigation of this 
phenomenon, both on a regional as 
well as national basis, and expect to 
report to our readers in early 1979. 
Ed. 
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1978-79 


Buyers Guide 


Architecture 
Minnesota 


A.A. PRODUCTS 

3410 Winnetka Ave. N. 
Minneapolis, MN 55427 
612-545-9209 


ABC, INC. 

1500 1st Ave. NE 
Rochester, MN 55901 
507-289-1891 


ALCOA BUILDING PROD. 
1134 Stinson Blvd. 
Minneapolis, MN 55413 
612-331-3218 


AERO DRAPERY CO. 
11965 12th Ave. So. 
Burnsville, MN 55337 
612-890-6393 


AGLITE, INC. 

4901 W. Medicine Lake Dr. 
Minneapolis, MN 55442 
612-559-2575 


ALLIED PLASTICS 
7200 Boone Ave. N. 
Minneapolis, MN 55428 
612-533-2771 


ALLIED STEEL & ENGINEERING 
3400 Meridian Dr. 
Minneapolis, Mn 55422 
612-588-4644 


AMCO STEEL FENCE CO. 
Box 52 

Rosemount, MN 55068 
612-432-6340 


AMERICAN ARTSTONE 
Box 425 

New Ulm, MN 56073 
507-354-8835 


AMERICAN STANDARD 
6750 France Ave. S. 
Minneapolis, MN 55435 
612-927-9748 


AM GRAPHICS, INC. 
518 S. Зга:81. 
Minneapolis, MN 55415 
612-341-2020 


ANDERSEN CORP. 
Bayport, MN 55003 
612-439-5150 
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EARL F. ANDERSEN & ASSOC., INC. 


4450 W. 78th St. 
Minneapolis, MN 55435 
612-835-4555 


ANDERSON-LADD 

450 Industrial Blvd. 
Minneapolis, MN 55413 
612-331-8816 


APOLLO SPRINKLER CO., INC. 
P.O. Box 3082 

Fargo, N.D. 58102 
701-282-5210 


ARCHITECTURAL ART 
4201 23rd Ave. S. 
Minneapolis, MN 55407 
612-722-2685 


ARROW LAUNDRY EQUIPMENT CO. 


3938 Meadowbrook Road 
Minneapolis, MN 55426 
612-938-3510 


ASBESTOS SERVICE 
6510 River Pky. 
Milwaukee, WI 53212 
414-453-0535 


ASSOCIATED REPRESENTATIVES, INC. 


1725 W. 80th St. 
Bloomington, MN 55431 
612-884-4394 


ATLAS PILE DRIVING CO. 
6502 Walker St. 

St. Louis Park, MN 55426 
612-925-2333 


BACHMAN'S INC. 
6010 Lyndale So. 
Minneapolis, MN 55419 
612-861-7637 


ORV BAKKE INSULATION 
1448 Cliff Rd. 

Burnsville, MN 55337 
612-890-0188 


BALCO BUILDING SYSTEMS, INC. 
8401 Wayzata Blvd. 

Minneapolis, MN 55426 
612-544-1596 


S.H. BARTLETT CO. 
2629 Louisiana Ave. S. 
Minneapolis, MN 55426 
612-920-5375 


BARWICK MILLS 

1805 Melrose Ave. 
Minneapolis, MN 55426 
612-544-5784 


BEMAR SALES CORP. 
181 Locust St. 
Mahtomedi, MN 55115 
612-426-4448 


BENOIT, INC. 

635 No. Prior Ave. 
St. Paul, MN 55104 
612-646-1387 


BLADHOLM BROS. 
Box H 
Osseo, MN 55369 


BITUMINOUS ROADWAYS INC. 
2825 Cedar Ave. S. 
Minneapolis, MN 55407 
612-721-2451 


BRADFORD & ASSOCIATES 
7317 Cahill Rd. 
Minneapolls, MN 55435 
612-941-6377 


BRAUN ENGINEERING TESTING, INC. 


6800 S. Co. Rd 18 
Minneapolis, MN 55344 
612-941-5600 


BUILDERS ENGINEERING CO. 
P.O. Box 4128 

St. Paul, MN 55104 
612-646-4025 


BUILDING PRODUCTS CO. 
3947 Excelsior Blvd. 
Minneapolis, MN 55416 
612-925-4944 


BURTON EQUIPMENT 
5650 Lincoln Dr. 
Minneapolis, MN 55416 
612-935-8800 


BUSINESS FURNITURE, INC. 
6210 Wayzata Blvd. 
Minneapolis, MN 55416 
612-544-3311 


CANTEX INDUSTRIES 

101 Ashworth Rd. 

West Des Moines, ІА 50265 
515-223-1450 


CARDINAL INSULATED GLASS CO. 


6700 Excelsior Blvd. 
Minneapolis, MN 55426 
612-935-1722 


THE CARLKO CO. INC. 
6440 Flying Cloud Dr. 
Eden Prairie, MN 55344 
612-941-3086 


RICHARD M. CARLSON CO. 
6106 Excelsior Blvd. 
Minneapolis, MN 55416 
612-929-3364 


CARMAC CORP. 

7036 Willow Creek Rd. 
Eden Prairie, MN 55344 
612-941-7103 


JERRY CARNES ASSOCIATES 
7036 Willow Creek Rd. 

Eden Prairie, MN 55344 
612-941-5040 


CARNEY INSULATION CORP. 
4930 W. 77th St. 

Edina, MN 55435 
612-835-3717 


L.E. CARPENTER & CO. 
170 N. Main St. 
Wharton, NJ 07885 
201-366-2020 


САНЯ — CRETE PRODUCTS INC. 


P.0.Box 629 
Detroit Lakes, MN 56501 
218-847-5557 


CARSON PIRIE SCOTT & CO. 
150 W. 81st St. 
Bloomington, MN 55420 
612-887-3800 


CELLULAR CONCRETE 
4601 Bloomington Ave. S. 
Minneapolis, MN 55407 
612-722-6691 


CEMENT ENAMEL OF MINNESOTA INC. 


23 E. Anoka 
Duluth, MN 55803 
218-724-2966 


CERAM-TRAZ CORP. 
6500 Oxford St. 
Minneapolis, MN 55426 
612-929-1625 


CHEVRON U.S.A. INC. 
2901 E. 125th St. 
Burnsville, MN 55337 
612-890-5271 


ROLLIN B. CHILD INC. 
P.O. Box 397 

420 Excelsior Ave. W. 
Hopkins, MN 55343 
612-938-2785 


CHIM-A-LATOR CO. 
8824 Wentworth Ave. S. 
Bloomington, MN 55420 
612-884-5244 


COLD SPRING GRANITE CO. 
202 S. 3rd Ave. 

Cold Spring, MN 56320 
612-685-3621 


COMMERCIAL OFFICE PRODUCTS, INC. 


262 E. 4th St. 
St. Paul, MN 55101 
612-224-5472 


CONCRETE INC. 

5000 De Mers Ave. 
Grand Forks, ND 58201 
701-772-6687 


CONPRO, INC. 

30th & University Ave. NE 
Minneapolis, MN 55418 
612-781-9583 


CONSTRUCTION CONCEPTS INC. 
P.O. Box 648 

Mound, MN 55364 
612-472-3727 


CONSTRUCTION SUPPLY, INC. 
P.O. Box 243 

Fargo, ND 58102 
701-235-6605 


CONTEMPORARY DESIGNS, INC. 
5740 Wayzata Blvd. 

Minneapolis, MN 55416 
612-544-0383 


CONTEMPORARY FURNITURE 
SHOWROOM 

110 N. 5th St. 

Minneapolis, MN 55403 
612-336-7703 


CONTINENTAL COLUMBUS CORP. 


100 Continental Dr. 
Columbus, WI 53925 
414-623-2540 


CONWAY FIRE AND SAFETY INC. 
2710 Nicollet Ave. 

Minneapolis, MN 55408 
612-823-7251 


COOK PAINT & VARNISH 
4800 Lilac Dr. N. 
Minneapolis, MN 55429 
612-536-5232 


CORNELL CORP. 
808 S. 3rd St. 
Cornell, WI 54732 
715-239-6411 


CRAWFORD DOOR SALES 
1641 Oakdale Ave. 

W. St. Paul, MN 55118 
612-455-1221 


CRONSTROMS MFG., INC. 
4225 Hiawatha Ave. S. 
Minneapolis, MN 55406 
612-722-6671 


CURBSTONE INC. 
2280 N. Hamline Ave. 
St. Paul, MN 55113 
612-631-1234 


DAKOTA ACOUSTICAL TILE CO. INC. 


1508 W. 3rd St. 
Sioux Falls, SD 57104 
605-332-5431 


DAKOTA BRICK INC. 
Box 1521 

Fargo, ND 58102 
701-235-5519 


DAKOTA PLATE GLASS 
1001 N. 25th St. 
Fargo, ND 58102 
701-293-9100 


DAKTRONICS, INC. 
Box 299 

Brookings, SD 57006 
605-692-6145 


DALE TILE CO. 

Hwy 100 & France Ave. N. 
Minneapolis, MN 55429 
612-533-8631 


JOHN A. DALSIN & SON 
2830 S. 20th Ave. 
Minneapolis, MN 55407 
612-729-9334 


DAY-BRITE LIGHTING 
1819 Excelsior Ave. W. 
Hopkins, MN 55343 
612-935-7781 


DAYTON'S CONTRACT DIVISION 
811 LaSalle Court 

Minneapolis, MN 55402 
612-375-2893 


DEL-AIRE PNEUMATIC TUBE CO. 
2701 Emerson Ave. N. 
Minneapolis, MN 5541 1 
612-522-1833 


DELANO GRANITE INC. 
265 N. River St. 
Delano, MN 55328 
612-972-3381 


DESIGN WORLD 

3131 Hennepin Ave. S. 
Minneapolis, MN 55408 
612-823-8221 


DEVAC, INC. 

10130 State Hwy 55 
Minneapolis, MN 55441 
612-542-3400 


R.G. DINHAM CO., INC. 
1525 Glenwood Ave. 
Minneapolis, MN 55405 
612-377-1616 


DIVERSIFIED MARKETING CO. 
7615 Metro Blvd. 

Minneapolis, MN 
612-835-3275 


DOOR ENGINEERING & MFG. CO. 
P.O. Box 668 

Watertown, MN 55388 
612-446-1455 


DULUTH READY MIX 
1131 Central Entrance 
Duluth, Mn 55811 
218-727-7247 


DURO TEST CORP. 
4300 W. 70th 
Edina, MN 55435 
612-333-1051 


EBCO MANUFACTURING CO. 
P.O. Box 20152 

Minneapolis, MN 55420 
612-888-8622 


ECONOMY FORMS CORP. 
568 Snelling Ave. N. 

St. Paul, MN 55104 
612-644-6108 


EHLERS & ASSOCIATES 
507 Marquette Ave. 
Minneapolis, MN 55402 
612-339-8291 
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BUT SOME FIGURE 
CONSIDERABLY LOWER IS 


...then letting separate bids for Mechanical, Electrical and General 
construction can help. 


Separate competitive bidding reduces total construction costs by a 
significant amount. Because bidding is opened to all qualified contractors, 
the middleman is eliminated. 


The contracts are awarded to reputable mechanical contracting firms 
who assure technical knowledge, experience, and quality workmanship 
at a bid price. 


The results are better efficiency for architects and engineers, proven 
economy for clients. 


Separate contracts, with all their built-in advantages, help solve money 
problems in a world where the sky is no longer the limit. 


TWIN CITIES 
PIPING INDUSTRY ASSOCIATION 


METRO ASSOCIATION OF 


PLUMBING * HEATING * COOLING CONTRACTORS 


NATIONAL ASSOCIATION OF 
PLUMBING * HEATING + COOLING CONTRACTORS 


NATIONAL ASSOCIATION OF 
PLUMBING * HEATING * COOLING CONTRACTORS 


nial 
PIPING INDUSTRY DEVELOPMENT COUNCIL 
ial 


OF MINNEAPOLIS AND ST. PAUL 


ELDORADO STONE OF EX 
Box 1339 

Minnetonka, MN 55343 
612-938-7669 


EMPIREHOUSE INC. 
1055 М. 5th St. 
Minneapolis, MN 55411 
612-338-5877 


ENERCO CORP. 
9841 13th Ave. N. 
Plymouth, MN 55441 
612-545-4440 


FABCON, INC. 
6111 W. Hwy 13 
Savage, MN 55378 
612-890-4444 


92 N.P. Ave. (Box 2807) 
Fargo, ND 58102 
701-232-8831 


FINNISH SAUNA BUILDERS, INC. 
Crystal Shopping Center 

303 Willow Bend 

Minneapolis, MN 55428 
612-537-0891 


FIRE WATCH INC. 
2490 University Ave. 
St. Paul, MN 55114 
612-646-2821 


THE FIREPLACE SHOPPE 
5th & Madison 

Mankato, MN 56001 
507-625-6412 


FLAIR FOUNTAINS 
3701 E. 45th St. 
Minneapolis, MN 55406 
612-724-3658 


FLAMENT HAMPSHIRE INC. 
1324 E. 1st St. 

Duluth, MN 55805 
218-724-8888 


CARL W. FOGELBERG CO. 
276 N. Snelling Ave. 

St. Paul, MN 55104 
612-646-7306 


FOREST CITY MILLWORK 
Box 269 

Forest City, ІА 50436 
515-582-2187 


FORMICA CORP. 

32 10th Ave. S. 
Hopkins, MN 55343 
612-933-3900 


JOHN HENRY FOSTER CO. 
3748 Minnehaha Ave. 
Minneapolis, MN 55406 
612-721-1666 


CHAS. M. FREIDHEIM CO. 
3601 Park Center Blvd. 
St. Louis Park, MN 55416 
612-927-4611 


FARGO FOUNDRY STEEL & MFG. 


GAGE BROTHERS 
Box 1526 

Sioux Falls, SD 57101 
605-339-4417 


GAMMA COPY INC. 
256 Plymouth Bldg. 

12 S. 6th St. 
Minneapolis, MN 55402 
612-339-7231 


GARDNER HARDWARE CO. 
515 Washington Ave. N. 
Minneapolis, MN 55401 
612-333-3393 


GATEWAY GLASS CO. 
889 Pierce Butler Route 
St. Paul, MN 55104 
612-487-1421 


GENERAL ELECTRIC CO. 
8609 Lyndale Ave. S. 
Bloomington, MN 55420 
612-884-1402 


GENERAL ELECTRIC CO. 
SILICONE PRODUCTS DEPT. 
2850 Metro Dr., Suite 509 
Minneapolis, MN 55420 
612-854-5140 


GENERAL SHEET METAL 
2330 Louisiana Ave. N. 

Minneapolis, MN 55316 
612-544-8747 


CLARK R. GIBB CO. 
1311 W. 25th St. 
Minneapolis, MN 55405 
612-377-1200 


GLENMAR CO. 

620 Bradford Ave. N. 
Minneapolis, MN 55411 
612-339-4424 


GLEWWE METALS, INC. 

6284 Claude Way E. 

Inver Grove Heights, MN 55075 
612-455-1656 


GLOBE OFFICE INTERIORS 
5150 W. 76th St. 
Minneapolis, MN 55435 
612-835-7100 


GOODIN CO. 

525 N. 3rd St. 
Minneapolis, MN 55401 
612-341-6511 


GOPHER STONE CO. INC. 
150 Irving Ave. N. 
Minneapolis, MN 55405 
612-374-1130 


GORDON SASH & DOOR CO. 
7201 W. Lake St. 
Minneapolis, MN 55426 
612-929-8585 


GOULET'S INC. 
601 N. 4th St. 
Minneapolis, MN 55401 
612-332-8281 


W.R. GRACE & CO. 
1720 Madison St. NE 
Minneapolis, MN 55413 
612-789-8845 


VET NORTE Т e a РАТОР MER DIE ERIS IP TRE 


GRAZZINI BROS. & CO. 
620-16th Ave. S. 
Minneapolis, MN 55454 
612-336-7735 


GROVE-JOHNSON CO. 
38 Grove St. 
Minneapolis, MN 55401 
612-379-2518 


GUILLAUME & ASSOC., INC. 
2817 Hedberg Dr. 
Minnetonka, MN 55343 
612-546-7955 


HABITAT LIGHTING 
1819 Excelsior Ave. W. 
Hopkins, MN 55343 
612-935-7781 


HALDEMAN-HOMME, INC. 
450 Industrial Blvd. 
Minneapolis, MN 55413 
612-331-4880 


W.L. HALL CO. 

2816 Dupont Ave. S. 
Minneapolis, MN 55408 
612-827-2839 


HALUX 

9000 Science Center Dr. 
New Hope, MN 55428 
612-533-5321 


JOHN HAMEL CO. 

15 S. 9th St. Room 470 
Minneapolis, MN 55402 
612-339-4696 


HASSENSTEIN STEEL CO. 

PO Drawer H, 300 W. Walnut 
Sioux Falls, SD 57101 
605-336-2830 


HAUENSTEIN & BURMEISTER 
2629 30th Ave. S. 
Minneapolis, Mn 55406 
612-721-5031 


HAYFIELD WINDOW & DOOR 
P.O. Box 25 

Hayfield, MN 55940 
507-477-3224 


HELO SAUNAS FROM FINLAND 
Box 1339 

Minnetonka, MN 55343 
612-938-7669 


HIRSHFIELD'S WALLCOVERING & 
PAINT 

824 Hennepin Ave. 

Minneapolis, MN 55403 
612-370-2626 


HOBBS FOUNTAINS 
1819 Excelsior Ave. W. 
Hopkins, MN 55343 
612-935-7781 


HOLLAND INDUSTRIES 
P.O. Box 248 

Gilman, IA 50106 
515-498-7404 


HOLLOW METALS 
P.O. 18063 
Milwaukee, WI 53218 
414-462-0260 
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HOLLOW METALS 
P.O. Box 4026 


Ку Madison, WI 53081 

P Complex wiring and control sys- 608-271-1711 
tems - hospitals, operating rooms, HUBBELL LIGHTING DIV. 
SINGE 1862 diagnostic units; commercial in- 5200 W. 73rd St. 


2 z store scanners; institutional and Minneapolis, MN 55435 
does it right industrial research and testing 612-835-7525 
. equipment. ILLBRUCK/USA 

n | ical n il e 5040 Winnetka Ave. N. 

electrically. A y electr e eed, will meet ) Minneapolis, MN 55428 
maker requirements or engineers 612-535-2225 


specifications. 
PREMIER 
ELECTRICAL CONSTRUCTION CO. 
115 East Grant Street 
Minneapolis, Minnesota 55403 Aurora • Chicago • 


INDUSTRIAL SPRINKLER CORP. 
750 First St. SW 
New Brighton, MN 55112 


(612) 332-7393 San Juan, Puerto Rico 612-633-7606 


b 
e 


INDUSTRIAL STEEL FAB INC. 
6052 Pillsbury Ave. 
Minneapolis, MN 55419 
612-861-1661 


INDUSTRY GENERAL INC. 
5605 Lyndale Ave. S. 
Minneapolis, MN 55419 
612-824-1171 


INRYCO 

One Appletree Square 
Bloomington, MN 55391 
612-854-8288 


INSUL INC. 

169 James Ave. N. 
Minneapolis, MN 55405 
612-374-3807 


INSULATION SALES CO. 
20 Lakeside Ave. 
Minneapolis, MN 55405 
612-339-9361 


INSUL-SOUND, INC. 
802 2nd St. 
Coralville, IA 52241 
319-351-7114 


INTEGRATED CEILINGS 
1819 Excelsior Ave. W. 


The Professional's rei d 
Professional IMK SALES со, те 
Insulation. 


St. Paul, MN 55121 
612-452-5100 


MASONRY SERVICES 
1030 Edgewater Ave. W. 
Shoreview, MN 55112 
612-484-5313 


Raylite expanded polystyrene offers you all the 
versatility you are looking for in a building insulation 
material. It can be purchased as a rigid boardstock or as 
a water repellant masonry fill. 


ت 


Commercial • Industrial е Residential JAYSONS INC. 


* low thermal conductivity 1501 W. Broadway 

• low moisture-vapor permeability Minneapolis, MN 55411 

* high strength to weight ratio 612-521-7671 

* dimensional stability 

* easy installation JOHNSON-BIGLER CO., INC. 


* economical RR 3 Box 112 
Manufacturing, fabrication, design, Shakopee, MN 55379 


ile P| consulting, technical assistance. 612-445-3723 
xw) MINNESOTA DIVERSIFIED PRODUCTS, INC. JOHNSON PLASTICS 
= 1) St. Paul, MN Phone (612) 645-4654 9864 James Circle 


Minneapolis, MN 55431 
612-888-9507 
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5900 Main St. NE 
Minneapolis, MN 55432 
612-571-8180 


aditionally Contemporary 


JOHNSON WOOD PRODUCTS ! Tr 


JONES & OTTENWELLER INC. 
4901 Minneapolis Ave. 
Mound, MN 55364 
612-473-6912 or 472-4778 


KATOLIGHT CORP. 
3201 3rd Ave 
Mankato, MN 56001 
507-625-7073 


KENDACO INC. 
3952 Louisiana Ave. S. 
Minneapolis, MN 55426 
612-929-0681 


KINDEM MILLWORK CO. 
83rd & Grand Ave. S 
Minneapolis, MN 55420 
612-884-3561 


KLING & ASSOC. 
7601 Bass Lake Rd. 


rac ur dina | ll! | FABRICATED TO YOUR 


— € | ill SPECIFICATIONS 
reg € T B = e Individual case work 
Mihnaapolis, MN 66426 e Store Fixtures 
eT ENVIRONMENTS mc ж Contract Furniture 
KREMER & DAVIS, INC. À 7365 WASHINGTON AVE 


о А, 828-941-5607 
3900 Jefferson St. NE FINAN өтеп sd 


Minneapolis, MN 55421 
612-788-5835 


L&M CONST. CHEM. INC. 
8316 Blondo St. 

Omaha, NE 68134 
402-393-3371 


LA CROSSE ACOUSTICAL 
1541 Miller St. 

LaCrosse, WI 54601 
608-784-3787 


LAGERQUIST ELEV. CO. 
614 N. Bradford 
Minneapolis, MN 55411 
612-339-4344 


LANDSCAPE STRUCTURES INC. 
Delano, MN 55328 
612-479-2029 


г>зсяацт-і- Оо т > 


LAYNE MINNESOTA CO. 
3147 California St. 

» Minneapolis, MN 55418 
612-781-9553 


LIBBEY-OWENS-FORD CO. 
6750 France Ave. 
Minneapolis, MN 55435 
612-920-5200 


LIGHTING RESOURCES 
1540 Edgewater Ave. 
St. Paul, MN 55112 
612-633-8538 


<іо>шцоо-ОоІт 


BILL LIND CO. *EXTERIOR*  * INTERIOR: 
3010'W. 65th St. -INDUSTRIAL + PUBLICITY - 
Minneapolis, MN 55435 


612-920-6252 *Complete service of publicity materials: PHOTOGRAPHY 


(612) 536-8292 
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Introducing the tile showroom 
with a total approach 


Room Settings / Product Selection / Professional Services 


As photographed at our new minnesota tile sketchbook showroom in the Leisure Lane mall in Edina 


Research among architects and designers 
identified the need for a visual center where а 
wide range of better tile could be "seen and 
touched” in a variety of room settings and 
display vignettes. A place where current 
professional preferences in product, pattern 
and color could be carefully examined in one 
aesthetically pleasing location. The result is 
minnesota tile sketchbook. 


We invite you to visit. Professionals who have 
been here say our selection has been very 


beneficial in their design planning...and our 
displays a most appropriate setting to bring 
clients. Furthermore, our service has proven to 
be time saving when meeting their specification 
and delivery requirements. 


For further information CALL (612) 925-2070 
or write minnesota tile sketchbook at 
7404 France Avenue South, Edina, MN 55435 


BE minnesota 
ШІ tile sketchbook 


WE COLOR YOUR THINKING 


LOWY ENTERPRISES, INC. MILLER DAVIS CO. MINNESOTA BRICK & TILE 
2129 NE Broadway 219 S. 4th St. 520 W. 86th St. 
Minneapolis, MN 55413 Minneapolis, MN 55401 Bloomington, MN 55420 
612-331-6650 612-332-0341 612-888-9239 

MILSCO INC. MINNESOTA DIVERSIFIED PRODUCTS 
M & H EQUIPMENT CO. 4501 Hiawatha Ave. INC. 


3940 W. 49% St. Minneapolis, MN 55406 2281 Hampden Ave. 

Minneapolis, MN 55424 612-724-3655 St. Paul, MN 55114 

612-927-6518 612-645-8952 
MINNESOTA BLUEPRINT 


MAHIN-WALZ, INC. 2121 W. River Rd. No. MINNESOTA FIRE-CHEM 
P.O. Box 187 Minneapolis, Mn 55411 9864 James Circle 
Minnetonka, MN 55343 612-529-9281 Minneapolis, MN 55431 
612-935-7759 612-888-9507 


MAINPLACE INC. 
201 Main St. SE 
Minneapolis, MN 55410 


MANKATO AGLIME & ROCK CO. 
P.O. Box 254 

Mankato, MN 56001 
507-387-3111 


MARVIN WINDOWS 
Warroad, MN 56763 
218-386-1430 


Roll out quality an | 
value with cákpets from 
Т везир Rollin B. Child, Inc. 


612-488-2501 


With superior catpetdines like Childcrest, Gullistan and Viking 


PH BEN Я carpets, Rollin В. Child, Iné. leads the way. Carpets that add 
ы A.N. beauty 10 апу decor and durability that stands up to the 
1819 Excelsior Ave. W. +7, > 
Hopkins, MN 55343 ЖЕ most rigoróus wear. 
"pida eine) 3 1 a Your customers will appreciate carpets from Rollin 
ь B. Child, Inc. We-know r customers needs in 
7. ÉL" carpeting and Wwe have 
METROQUIP, INC. ” i ^ T- the ability and'the 
4653 N. Chatsworth St. : ” қ 


St. Paul, MN 55112 е ( | experience to serve 
612-484-8563 y 


-MID STATES SALES CO. 
5052 Norman Dr. 
Minnetonka, MN 55343 
612-935-1627 


IDWEST ARCHITECTURAL PRODUCTS, 
INC. 

P.O. Box 6072 

W. St. Paul, MN 55118 

612-225-7000 


MIDWEST BRICK 

6530 Cambridge St. 
Minneapolis, MN 55426 
612-929-0321 


MIDWEST DISTRIBUTORS 
Rt 2 Box 121 

Eau Claire, WI 54701 
715-874-5555 


MIDWEST ERECTORS, INC. 
1384 Sylvan St. 
St. Paul, MN 55117 " j 
612-489-1325 $. ROLLIN 
y | B. CHILD, Inc. 
MIDWEST H.V.C. INC. 420 EXCELSIOR AVE. WEST 
11984 Riverwood Dr. | Р.О.ВОХ 397, HOPKINS, MINN.55343 (612) 938-2785 
Burnsville, MN 55337 


612-890-5407 
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САНМЕҮ 
INSULATION 


when you 
care to 


Insulate 
the 


very best 


4930 W. 77TH ST. #359 
EDINA, MN 55435 


PHONE 835-3717 


DALE TILE 
COMPANY 


Contractors 
of 
Ceramic Tile 
Acoustical Ceilings 


48 Years Dependable 
Service 


Ceramic Tile 
Quarry Tile 
Slate 
Marble 
Corian 
Armstrong Ceiling 
Systems 


Call (612) 533-8631 
Hwy 100 & France Ave N 
Minneapolis, MN 55429 
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азмы 


MINNESOTA LATHING & PLASTERING 
795 Raymond Ave. 

St. Paul, MN 55114 

612-645-0208 


MINNESOTA MASONRY INSTITUTE 
7851 Metro Parkway Suite 103 
Minneapolis, Mn 55420 
612-854-0196 


MINNESOTA RUSCO INC. 
401 E. 78th St. 
Bloomington, MN 55420 
612-888-3120 


MOBAS WINDOW SHADE CO. 
120 W. Lake St. 

Minneapolis, MN 55408 
612-823-6251 


MOLIN CONCRETE PRODUCTS CO. 
415 Lilac St. 

Lino Lakes, MN 55014 
612-786-7722 


MULTI-CLEAN PRODUCTS 
2277 Ford Parkway 

St. Paul, MN 55116 
612-698-8833 


MURRAY FLOOR COV. CO. 
2934 Chicago Ave. 
Minneapolis, MN 55407 
612-822-4085 


MUTSCHLER KITCHENS 
3940 W. 50th St. 
Minneapolis, MN 55424 
612-926-7631 


W.E. NEAL SLATE CO. 
7975 Wallace Rd. 

Eden Prairie, MN 55344 
612-941-2440 


DANE NELSEN CO. 
3954 Wooddale Ave. S. 
Minneapolis, MN 55416 
612-926-2751 


JULIUS B. NELSON & SON, INC. 
962 Central Ave. NE 
Minneapolis, MN 55413 
612-379-3347 


NELSON & SON, INC. 
225 Cornelia Building 
4005 W. 65th St. 
Minneapolis, MN 55435 
612-920-3414 


OSCAR L. NELSON CO. 

411 Grant Ave., P.O. Box 677 
Eveleth, MN 55734 
218-741-6976 


NEMADJI TILE & POTTERY CO. 
Box 238 

Kettle River, MN 55757 
218-273-4311 


CURRAN V. NIELSEN CO., INC. 
6600 Oxford St. 

Minneapolis, MN 55426 
612-925-3222 


NORDQUIST SIGN CO. 
312 W. Lake St. 
Minneapolis, MN 55408 
612-823-7291 


NORTH STAR SOUND INC. 
1406 1st Ave. S. 
Minneapolis, MN 55403 
612-871-6016 


NORTHERN CENTRAL SALES INC. 
6420 Indian Hills Rd. 

Edina, MN 55435 
612-941-2844 


NORTHWESTERN STATES 
PORTLAND CEMENT CO. 
Box 1008 

Mason City, ІА 50401 
515-423-8231 


NORTHWESTERN STATES 
PORTLAND CEMENT CO. 
12200 River Ridge Blvd. 
Burnsville, MN 55337 
612-890-2730 


NORTHWESTERN TILE CO. 
7750 Normandale Blvd. 
Edina, MN 55435 
612-835-4522 


OCHS BRICK & TILE CO. 
15300 State Hwy 5 
Eden Prairie, MN 55344 
612-944-1450 


A.J. O'CONNOR SALES 
9865 10th Ave. N. 
Minneapolis, MN 55441 
612-544-8611 


OFFICE CONTROLS, INC. 
2516 Lyndale Ave. S. 
Minneapolis, MN 55405 
612-827-5573 


C.W. OLSON, INC. 
1300 Quincy St. NE 

PO Box 231 
Minneapolis, MN 55413 
612-379-2243 


P & H WAREHOUSE SALES 
9865 10th Ave. М. 
Plymouth, MN 55441 
612-545-2276 


PACIFIC MUTUAL DOOR CO. 
2655 Fairview Ave. N. 
Roseville, MN 55113 
612-631-2211 


PALMER-SODERBERG, INC. 
3201 E. River Road NE 
Rochester, MN 55901 
507-288-4213 


PEARSON & LALONDE, INC. 
4950 Abbott Ave. N. 
Minneapolis, MN 55429 
612-535-6858 


PLYWOOD IND. INC. 
1431 Marshall 
St. Paul, MN 55104 
612-645-9155 


POOLS INC. 

229 W. 60th St. 
Minneapolis, MN 55419 
612-861-2820 


POULIOT DESIGNS CORP. 
7400 W. 125th St. 
Savage, MN 55378 
612-890-8144 


PRESTRESSED CONCRETE, INC. 
6755 Hwy 10 NW 

Anoka, MN 55303 
612-421-8900 


ROBERT J. PUGLEASA CO., INC. 
61 Bedford St. SE 

Minneapolis, MN 55414 
612-338-7521 


RAMBUSCH DECORATING 
1819 Excelsior Ave. W. 
Hopkins, MN 55343 
612-935-7781 


RICHARDS ROOFING CO. 
Port Savage 

Savage, MN 
612-890-2020 


RAY RISBERG INC. 
P.O. Box 1087 
9353 Westgate Blvd. 
Duluth, Mn 55810 
218-624-3631 


H.H. ROBERTSON 
6425 Nicollet 
Minneapolis, MN 55423 
612-861-4575 


RUBBLE STONE CO., INC. 
3611 W. Lake St. 
Minneapolis, MN 55416 
612-926-7625 or 926-4457 


SAFWAY STEEL PROD. 
1994 W. Co. Rd с 
Roseville, MN 55113 
612-636-3212 


ST. GERMAIN BROS. INC. 
5 W. First St. 

Duluth, Mn 55802 
218-727-6611 


SAWYER CLEATOR LBR CO. 
1400 Washington Ave. N. 
Minneapolis, MN 55411 
612-522-3351 


SCHMIDT AWNING & SIDING CO. 


5th & Madison Ave. 
Mankato, MN 56001 
507-625-6412 


SEQUOIA SUPPLY INC. 
845 E. Hennepin Ave. 
Minneapolis, MN 55414 
612-378-7777 


SHAW LUMBER CO. 
217 Como Ave. 
St. Paul, MN 55103 
612-488-2525 


SHEBOYGAN BUILDERS SUPPLY 
P.0. Box 1044 

Sheboygan, WI 53081 
414-458-4611 


SPACE SAVING SYSTEMS 
Box 1339 

Minnetonka, MN 55343 
612-938-7669 


SPANCRETE-MIDWEST 
Box AA 

Osseo, MN 55369 
612-425-5555 


C.E. SPARROW CO., INC. 
3540 Belt Line Blvd. 
Minneapolis, Mn 55416 
612-929-0684 


SPIRAL MFG. CO. 
7304 Central Ave. NE 
Minneapolis, Mn 55432 
612-784-7230 


STANDARD CONVEYOR CO. 
North St. Paul, MN 55109 
612-777-8171 


STANLEY IRON WORKS, INC. 
101 W. 79th St. 
Bloomington, MN 55420 
612-884-4784 


STERNER LIGHTING SYSTEMS 
1 Park Lane 

Winsted, MN 55395 
612-485-2141 


G.M. STEWART LUMBER CO. INC. 


421 NE Johnson St. 
Minneapolis, MN 55413 
612-378-1520 


STOCKWELL EQUIPMENT 
2490 Territorial Rd. 

St. Paul, MN 55114 
612-645-9333 


STREMEL BROS. MFG. 
260 Plymouth Ave. N. 
Minneapolis, MN 55411 
612-339-8261 


STRUCTURAL WOOD CORP. 
1175 E Hwy 36 

St. Paul, MN 55109 
612-484-0281 


SUBURBAN ASSOC. 
1819 Excelsior Ave. W. 
Hopkins, MN 55343 
612-522-3343 


SUPER SKY PRODUCTS 
8947 Terrace Rd. NE 
Minneapolis, MN 55434 
612-522-3343 


SWANSON & YOUNGDALE, INC. 
735 Florida Ave. S. 

Minneapolis, MN 55426 
612-545-2541 


TECHNICAL SEALANTS 
43 E. Water St. 

St. Paul, MN 55107 
612-227-8349 


THEATRICAL RIGGING SYSTEMS, INC. 
4060 West Broadway 

Minneapolis, MN 55422 
612-533-3311 


THOMPSON LIGHTNING 
PROTECTION, INC. 

901 Sibley Hwy 

St. Paul, MN 55118 
612-455-7661 


ROLAND S. TAIT 
3M Co. 223-6NE 
3M Center 

St. Paul, MN 55437 


THUNDERBIRD STEEL, INC. 
2900 Emerson Ave. S. 
Minneapolis, MN 55408 
612-824-7755 


TOP-SIDE SPECIALTIES, INC. 
1821 University Ave. 

St. Paul, MN 55104 
612-646-5510 


TUOHY FURNITURE CORP. 
905 Parkway Drive 

St. Paul, MN 55105 
612-774-1584 


TWIN CITY SCENIC CO. 
2819 Nicollet Ave. 
Minneapolis, MN 55408 
612-874-7727 


TWIN CITY TILE & MARBLE 
219 E. Island Ave. 
Minneapolis, MN 55401 
612-379-2825 


THE TYPEHOUSE & DURAGRAPH 
200 12th Ave. S. 

Minneapolis, MN 55415 
612-332-5434 


U.S. GYPSUM CO. 
4530 W. 77th St. 
Edina, MN 55435 
612-835-4626 


THE VEGA CO. 
2640 Territorial Rd. 
St. Paul, MN 55114 
612-646-2634 


VENCO EPOXY CONST. CO. 
6719 44th Ave. N. 
Minneapolis, MN 55428 
612-537-4392 


VETTER STONE CO. 
P.O. Box 38 
Kasota, MN 56050 
507-345-4568 


VICRTEX SALES CORP. 
One Apple Tree Square 
8009 34th Ave. S. 
Bloomington, MN 55337 
612-827-5178 


VIKING AUTOMATIC SPRINKLER CO. 
2366 Rose Place 

St. Paul, MN 55113 

612-636-4680 
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VINCENT BRASS & ALUMINUM 
724 24th Ave. SE 

Minneapolis, MN 55414 
612-378-1131 


VIRACON, INC. 
800 Park Drive 
Owatonna, MN 55060 
507-451-9555 


WACO SCAFFOLD & SHORING 
1111 Washington Ave. S. 
Minneapolis, MN 55415 
612-336-8381 


WALKER JAMAR CO. 
365 S. 1st Ave. E. 
Duluth, MN 55802 
218-722-5595 


Architectural Office Equipment 
and Services 

Bachman's, Inc. —L 

Commercial Office Products, Inc. 
Ehlers & Assoc. 

Gamma Copy, Inc. — T 

Minnesota Blueprint — TM 

The Type House & Duragraph — M 


Scaffolding 
Waco Scaffold & Shoring — M (Scaffold 
Waco) 


Site Work 

ARR Ns = С ج‎ 
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WARNERS CONTRACTORS SUPPLIES << 
786 Kasota 


ag 


Minneapolis, MN 55414 
612-378-7300 


PHOTOGENESIS 
430 Oak Grove 
Minneapolis, MN 55403 
612-871-0333 


WEYERHAEUSER CO. 
2563 Franklin Ave. 
St. Paul, MN 55114 
612-645-0811 


WHEELING CORRUGATING CO. 


340-400 27th Ave. NE 
Minneapolis, MN 55418 
612-789-7233 


WUNDER KLEIN DONOHUE 
1123 Glenwood Ave. 
Minneapolis, MN 55405 
612-374-5050 


WYCO INC. 

14001 W. 62nd St 
Eden Prairie, MN 55344 
612-941-3414 


DWAYNE YOUNG PLASTER & 
DRYWALL CENTER 

P.O. Box 629 

Bemidji, MN 56601 


YOUNGBLOOD LUMBER CO. 
1335 Central Ave. NE 
Minneapolis, MN 55413 
612-789-3521 


ZENITH PRODUCTS 

Hwy 152 & S. Zachar Lane 
Osseo, MN 55369 
612-425-4111 


ZIEGLER INC. 

901 W. 94th St. 
Minneapolis, MN 55420 
612-888-4121 
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Subsurface Exploration 
Braun Engineering Testing, Inc. — T 


Earthwork 
Bituminous Roadways, Inc. 


Soil Stabilization 

S.H. Bartlett Co. — TM 
(Mirafi 140) 

Northwestern States Portland Cement 
Co.—M (Portland Cement) 


Pile Foundations 
Atlas Pile Driving Co.—L 


Caissons 

Atlas Pile Driving Co. —L 
Layne Minnesota Co. 
Pouliot Designs - M 


Shoring 
Atlas Pile Driving Co. —L 


Paving and Surfacing 

Bituminous Roadways, Inc. 

Chevron U.S.A., Inc. — M (Laykold Color 
Coat) 

Cold Spring Granite — M 

Mankato Aglime & Rock — М 


Synthetic Surfacing 
Chevron U.S.A., Inc. — M (Laykold Color 
Coat) 


Fences and Gates 
AMCO Steel Fence Co. — TML 


Fountains 

Jerry Carnes Assoc. (Imperial Bronzelite) 

Cold Spring Granite — M 

Flair Fountains — TM 

Hobbs Fountains — TM 

Mid States Sales Co. — TML (Rain Jet 
Fountains) 

Milsco, Inc. — TM 


AMERICAN 


SIANDARD 


World's leading name in plumbing 
fixtures and fittings. 


Distributed in this region by 


BURMAN COMPANY 
Minneapolis (612) 339-0941 
Faribault (507) 335-8001 
Willmar (612) 235-1131 


CAPITOL SUPPLY COMPANY 
St. Paul (612) 776-2786 


GEO. A. CLARK & SON 
Minneapolis (612) 332-2511 


DULUTH PLUMBING 
SUPPLIES CO. 

Duluth (218) 722-3396 
GLOBE, INC. 

Minneapolis (612) 379-1000 
St. Cloud (612) 252-3030 
Mankato (507) 387-5691 
HELES INDUSTRIAL & SUPPLY 
Virginia (218) 741-6105 

ITT GRINNELL CORP. 
Bloomington (612) 884-7131 


JUDD COMPANY 
Austin (507)437-4547 
Winona (507) 452-1510 


ST. HILAIRE SUPPLY CO. 
St. Hilaire (218) 964-3535 
SPS COMPANIES, INC. 
Minneapolis (612) 929-1377 
St. Paul (612) 645-9363 


Site Furnishings 

Bituminous Roadways, Inc. 

Jerry Carnes Assoc. (Peerless Rythur 
Pur dy) 

Landscape Structures, Inc. — M 
Pouliot Designs — M 


Landscaping 
Cold Spring Granite — M 


Concrete 
4 
و"‎ 
Сә = >. 
FT 
, 
asit. i à FINISHES AVAILABLE IN: 
E im =i e Exposed Aggregate e Honed 
„== 4 ө Acid Etched e Sandblast 
5- к! » i Name it — we'll make it. 
As v 2 We specialize in colors and textures to match 
< SS m m brick, stone and concrete. 


I L.MERICAN 


N.W. States Portland Cement Co.—M ARTSTO N E CO M PANY 


(Portland Cement) Concrete Specialists Since 1915 
Shoring 
Prestressed Concrete, Inc. Box 297 ör Robert J. Snow, Rep. 
Waco Scaffold & Shoring—M (Shores New Ulm, Mn. 56073 Minneapolis, Mn. 


Waco) 507/354-8835 612/374-1216 


CRONES. LITE ENERGY SAVING 
NUM PRODUCTS 


“KEEP THE 
OUTDOORS 
IN ITS PLACE... 


Energy saving wall system Thermal break door jamb 


The CTS energy saving wall system and thermal break door 
jamb meet all Minnesota State Code requirements. . . and your 
requirements for a versatile, competitively priced glazing sys- 
tem. No metal-to-metal contact virtually eliminates frost or con- 
densation, even at temperatures as low as —30° F. Keeps insides 
cooler in summer, too. Cronco-Lite energy saving aluminum 
products are practical for both new and remodelled buildings. 


For specific answers to your building ques- 


tions, write or call: Cronco-Lite division of 

Cronstroms Manufacturing, Inc., 4225 

Hiawatha Avenue South, Minneapolis, MN 50 years 
55406 (621) 722-6671 


Architecture Minnesota/May-June 1978 49 


en eee 


Stan s Door Services 


SALES 


e INSTALLATION *24 HOUR SERVICE 


GYRO | | TECH 


c All Electric c Automatic 
Swinging & Sliding Self-contained 
Doors Operators 


Phone 784-7024 
4111 85th Avenue N.E. 
St: Paul, MN 55112 


Concrete Wall Formwork Systems 
Economy Forms Corp. (EFCO Forms) 
Jones & Ottenweller, Inc. — TML (“Тһе 
Wall Il” Panels & Systems) 
Prestressed Concrete, Inc. 


Concrete Formwork Accessories 
L&M Const. Chem Inc.—M (Debond Form 
Coating; Eco Strip) 


Concrete Reinforcement 

Allied Steel & Engineering Corp.—M 
Hassenstein Steel Co. — M 

The Maxson Corp. 

Prestressed Concrete, Inc. 


Post Tensioning Tendons 
Prestressed Concrete, Inc. 


Miscellaneous Concrete Products 

Curbstone, Inc. — TML 

Dale Tile Co. — M (Soundblox) 

Northwestern States Portland Cement 
Co.—M 


Transit Mix Concrete 
Aglite, Inc. 

Johnson Bigler Co., Inc. — M 
Duluth Ready Міх — М 
Chas. М. Freidheim Со. —M 


Exposed Aggregate Concrete 
American Artstone - M 

Curran V. Nielsen Co., Inc. — ML 
Prestressed Concrete, Inc. 


Sandblasting 
Technical Sealants - TML 
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BY LOUIS ANGELIKIS A.I.A. 


Mutschler, 
better by 
design. 


SA 


Е сы 


3940 W. 5OTH ST. 
EDINA, MINNESOTA 55424 
(612) 926-7631 


Pneumatically Placed Concrete 
Pools, Inc. — TML 


Precast Concrete Panels 

American Artstone — M 

age Brothers - M 

ones & Ottenweller, Inc. — TML 
(“Тһе Wall |І!” Panels & Systems) 
Prestressed Concrete, Inc. — TML 
ppancrete Midwest — ML (Tomax) 


ift Slab Concrete 
Prestressed Concrete, Inc. 


ilt-Up Wall Panels 
Prestressed Concrete, Inc. 


Bypsum Concrete 
urran V. Nielsen Co., Inc. — ML 
.S. Gypsum Co. 


ementitious Wood Fiber Deck 

ornell Corp. — T (Petrical & Petrical/ 
Urethane Cement-Fiber Deck) 
lament Hampshire, Inc. — TML 

ones & Ottenweller, Inc. (''Petrical'' 
Cement Fiber Roof Deck) 

urran V. Nielsen Co., Inc. — ML 


recast Structural Concrete 
American Artstone 

Bladholm Brothers - TML 

age Brothers 

Prestressed Concrete, Inc. — TML 
bpancrete Midwest — ML (Columbus 
Beams) 


Precast Prestressed Concrete 


Benoit, Inc. — M (Benoit Closure Panels) 


Bladholm Brothers — TML (Cylindrical 
''James'' Tank Panels, Hollowcore 
'"'Spiroll'" Plank) 

Concrete, Inc. — T 

Fabcon, Inc. — TML 

Gage Brothers - M 


Molin Concrete Prod. Co. — M (Flexicore) 


Prestressed Concrete, Inc. — TML 
Spancrete Midwest — ML (Double T's; 
Flat Slabs Plank) 


Masonry 


EI Ш 


Mortar 

Carr-Crete Prod., Inc. = М 

Northwestern States Portland Cement 
Co.—M (Portland Cement) 


CW DESIGN 


CUSTOM IMAGERY 
HAND-SCREENED 
GLASS - MIRRORS - WALL 
COVERINGS . FABRICS 
AND ACID-ETCHED GLASS 


Residential - Commercial 


5155 BLOOMINGTON AVE. SO. 
MINNEAPOLIS 


(612) 724-3271 
Photo: Chris Grajczyk 
Etched Window: Horatio Hornblower's 


Anyone can sell you light bulbs. 
The Duro-Test man also solves 


your lighting problems. 


The Duro-Test man is more 
than just another light bulb 
salesman. He's a source of 
valuable lighting information — 
of expertise you just can't get 
from a distributor or retailer. 

He's a lighting specialist who 
will tell you which bulbs are right 

ifor your particular needs. He'll 
show you how to save money 
with energy-saving bulbs that 
last for years. And he'll show you 
how to get the "quality" as well 


® 


Contact us Duro-Test Corporation, 4300 W. 70th, Edina, Minnesota 


as "quantity" of light you need. 


Where you need it. In your office, 


restaurant, hotel, factory, bank, 
store, school. You name it. 

He'll survey your lighting for 
comfort, efficiency and safety. 


And if you've a problem he can't 


handle, he'll call on the com- 
mercial lighting engineers at 
Duro-Test. They're the best in 
the industry. 

Duro-Test —the largest 
exclusive manufacturer of light 


The 


Duro-Test Man 


MORE THAN JUST ANOTHER SALESMAN 


sources — markets a full line of 

premium-life incandescent, 

fluorescent and vapor lamps. 

Including plant lights, decorative 

bulbs and the patented sunlight- 

simulating fluorescent, Vita-Lite. 
Meet the Duro-Test man. 

Write Dept. A-3, Duro-Test % 

Corporation, North Bergen, 

N.J. 07047. 


A. Ѕаїе-Т-Марог“. 


The safe mercury x 
vąpor lamp 

B. Watt-Saver*. d 
Saves on light- 

ing bills 

C. Vita-Lite* 


Full-spectrum 
indoor sunlight 


55435 612-333-1051 
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ORDIAL 
hoor . to the World's 


finest Treated i d: 
Wood Product 


Pressure-Treated Lumber 


ET is Preferred by 7 
| ARCHITECTS — HOME BUILDERS! 


AE Wolmanized Lumber is Treated ۳ | 
to Last a Lifetime for + 


im eDECKS eFENCING ІН 
ePATIOS  eHOMEBUILDING 


G. M. STEWART LUMBER COMPANY, INC. 


A subsidiary of Yr LONE STAR INDUSTRIES 
421 JOHNSON STREET N.E е MINNEAPOLIS, MINNESOTA 55413 
UPPER MIDWEST'S LARGEST YARD 


a0 
о 
"я 4 Wolmanized 
(612) 378-1520 & 


Pressure-Treated Lumber 


- . 
5 
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asonry Accessories 
arr-Crete Prod. Inc. — M 
age Brothers 

Bafway Steel Prod. 


oint Reinforcement 
arr-Crete Prod. Inc. — M 


Brick Masonry 

antex Industries 

arr-Crete Prod. Inc. — M 
Dakota Brick, Inc. - M 

idwest Brick — TM 

innesota Brick & Tile— M 
innesota Masonry Institute — T 
Dchs Brick & Tile Co. — M 

under Klein Donahue — M 


oncrete Unit Masonry 

Aglite, Inc. 

arr-Crete Prod. Inc. = M 

has. M. Freidheim Co. — M 
(Autoclave Block) 

раде Brothers 

ohnson Bigler Co., Inc. — M 
innesota Masonry Institute — T 
enith Products — TM (Spectra Glaze 
Masonry Units, Burnished Masonry 
Units, Spectra Wal Masonry Units) 


lay Tile 

arr-Crete Prod. Inc. – M 
emadji Tile & Pottery Co. 
(Nemadji Tile) 


eramic Veneer 
ement Enamel of Minn., Inc. — ML 


THE CHAS. M. 
FREIDHEIM 


COMPANY 


3601 PARK CENTER BLVD. 
ST. LOUIS PARK, MINN. 55416 
(612) 927-4611 


WAFFLE BLOCK 


Glass Unit Masonry 
Carr-Crete Prod., Inc.—M 


Masonry Contractor 
Masonry Services—L 


Cut Stone 

Eldorado Stone of Excellence — TML 
(Eldorado Stone) 

Gopher Stone Co. Inc. — ML 

Minnesota Masonry Institute — T 

Vetter Stone Co. — TM 


Cut Stone Limestone 
Carr-Crete Prod. Inc. — M 
Vetter Stone Co. — TM 


Cut Stone Marble 
Vetter Stone Co. — TM 


Cut Stone Granite 
Cold Spring Granite Co. - M 
Delano Granite, Inc. — M 


Cast Stone 

American Artstone—M 

Halux —ML (Cultured Stone Veneer) 
Ochs Brick & Tile Co. M 


Flagstone 

Carr-Crete Prod., Inc. - M 
Cold Spring Granite — M 
Vetter Stone Co. — TM 


Masonry Restoration and Cleaning 
Conpro, Inc. —M (Thoroseal Products) 
L&M Const. Chem. Inc. —M (Qwik Kleen) 
Vetter Stone Co. — TM 


The First Security 
State Bank is newly 
remodeled with the 

LONG LASTING 
BEAUTY OF 


Quarry Tile flooring and Black Slate 
check desk and ledges. 
All furnished and installed by 


С Drakec Marble Company 


CERAMIC TILE QUARRY TILE MARBLE SLATE 
60 PLATO BLVD. ST. PAUL, MN 55107 PHONE; 222-4759 


Metals 
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/ \ Э 18 
ЕЕ 
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Structural Steel 

Fargo Foundry Steel & Mfg. Co. 
Hassenstein Steel Co. — M 

The Maxson Corp. 

Thunderbird Steel, Inc. - M 
Wyco, Inc.—L 


Stainless Steel 
Stanley Iron Works, Inc. — M 


Steel Erection 
Midwest Erectors, Inc. —L 
Wyco, Inc. —L 


Structural Aluminum 
Stanley Iron Works, Inc. — M 
Thunderbird Steel, Inc. — M 


MINNESOTA RUSIC — 


DISTRIBUTORS OF 


THERMAL 


Replacement 
Windows 
Thermally 
Improved 
High 
Performance 
Tilt Window for 
Commercial 
Applications 


with 


FROSTCHEK 


MINNESOTA R 


401 East 78th St., 
Minneapolis, Minnesota 55420 
Telephone: 888-3120 
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К... 


we represent 

TOR UR more than 20 
S of the highest 

Le quality brick 

У and brick paver 
Ч maufacturers 


gs" 


call - or visit our showroom 


WUNDER : KLEIN: DONOHUE CO. 


1123 GLENWOOD AVE MPLS., MINN. 55405 


612-374-5050 


cement / dry wall / insulation 


Plant Leasing 
is the 


Л 


'NCarefree Way! 


Because vour satisfaction is our main 


concern, our Plant Lease Program 
provides total “CARE” to “FREE” 
you from the responsibilities of owner- 
ship and to assure constant beauty. We 
believe our commercial horticultural 
displays provide that special 
warmth and elegance for all 
business settings. 


Call and one of our 
commercial staff will show 
how inexpensively you can grow. 


4 PLANTSCAPE, INC. 


225 HIGHWAY 55, MINNEAPOLIS, MN 55340 » 612/478-6097 
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Metal Joists 

Construction Supply, Inc. — TM 
(Vulcraft Steel Joists) 

Fargo Foundry Steel & Mfg. Co. 

Hassenstein Steel Co. 

The Maxson Corp. 

Thunderbird Steel, Inc. — M 

Мусо, Inc. —L 


Metal Decking 

Construction Supply, Inc. — TM 
(Vulcraft Metal Deck) 

Fargo Foundry Steel & Mfg. Co. 

Flament Hampshire, Inc. — TML 

Hassenstein Steel Co. 

Inryco — TML 

The Maxson Corp. 

Н.Н. Robertson — TML 

Walker Jamar Co. — ML 

Wheeling Corrugating Со. — M 

Wyco, Inc.—L 


Sheet Metal Erection 
Alcoa Building Products 
Burton Equip. — ML 
General Sheet Metal 
Walker Jamar Со. — ML 
Wyco, Inc.—L 


Lightgage Metal Framing 
U.S. Gypsum Co. 
Wheeling Corrugating Со. — M 


Metal Fabrications 

Architectural Art — ТМ 
Continental Columbus Corp. — M 
Fargo Foundry Steel & Mfg. Co. 
Сап W. Fogelberg Co. — T 


(Woodbridge Ornamental Iron Co.) 


General Sheet Metal 
Industrial Steel Fab., Inc. — M 


Dane Nelson Co. —M (Suscon-Stacks) 


C.W. Olson, Inc. — M 

Spiral Mfg. Co. —M 

Stanley Iron Works, Inc. — M 
Thunderbird Steel, Inc. — M 


Gratings 

Burton Equip. — ML 
Hassenstein Steel Co. — M 
Bill Lind Co. (IKG Grating) 
C.W. Olson, Inc. — M 
Stanley Iron Works, Inc. — M 


Castings 

Сап W. Fogelberg— T (American 
Abrasive Metals Co.) 

Hassenstein Steel Co. —M 


Ornamental Metal 
Architectural Art — TM 
Hassenstein Steel Co. M 
С.М. Olson, Inc. — M 
Stanley Iron Works, Inc. — M 
Thunderbird Steel, Inc. = М 


Expansion Control 
Architectural Art — TM 


Building Systems 
Alcoa Building Prod. 


Balco Building Systems, Inc. — TML 


(Butler Mfg. Co.) 
Wyco, Inc.—L 


ood and Plastics 


~ 


Ж 
imber Trusses 
idwest Distributors — TM 


Structural Wood Corp. — TML 
eyerhauser Co. — T 


Pole Construction 
erry Carnes Assoc. (Ryther Purdy, 
Centrecon, Victor) 


Blue-Laminated Structural Units 

ones & Ottenweller Inc. — TML 
("Wood-Span'' Midwest Lumber Co.) 

Бігисінга! Wood Corp. — TML 
eyerhauser Co. — T 


lue-Laminated Decking 
ones 4 Ottenweller Inc. — TML 
(‘Potlatch & Brokerage) 
Btructural Wood Corp. — TML 
eyerhauser Co.— T 


ood Trusses 

idwest Distributors — TM 
Ptructural Wood Corp. — TML 

(TrusJoist) 

eyerhauser Co.— T 


illwork & Custom Wood Work 
Bradford & Assoc. —M 

orest City Millwork—ML 

.L. Gordon Sash & Door Co.—M 
ohnson Wood Products, Inc. — ML 
indem Milwork Co.— TM 


aminated Plastic 

Allied Plastics — TML (Lamin-Art 
Laminated Plastic) 

ormica Corp.— T (Formica Brand 
Decorative Laminates) 

Plywood Ind. Inc. — M 

bt. Germain Bros. Inc. - M 

bequoia Supply, Inc. — TM (Formica Brand 
Decorative Laminates) 

'enco Epoxy Const. Co. — TML 
oungblood Lumber Co. (Nevamar 
Plastic Laminate) 


ood Treatment 
idwest Distributors - TM 
B.M. Stewart Lumber Co., Inc. = M 


abinetwork 
ohnson Wood Products, Inc. — ML 


Bolid Lumber Panel 
oungblood Lumber Co. 


Architectural Plywood Paneling 
Benoit, Inc. —M (Weyerhauser Panel— 15) 
(Flexwood, Sanspray) 


Johnson Wood Products, Inc. — ML 
Weyerhauser Co.— T 


Wood Stairs and Railings 

M.L. Gordon Sash & Door Со. — M 
Johnson Wood Products, Inc. — ML 
Kindem Millwork Co.— TM 
Weyerhauser Co.— T 


Prefabricated Structural Plastics 
Thunderbird Steel, Inc. - M 
Venco Epoxy Const. Со. — ML 


Thermal and Moisture 
Protection 


E — 


= د‎ Em 


Membrane Waterproofing 

Conpro, Inc. —M (Toch-Carboline) 

John A. Dalsin & Son — ML 

Kremer & Davis, Inc. CLM 

Curran V. Nielsen Co., Inc. — ML 

3M Co.—M (Scotch Clad Deck Coating 
Systems) 

Top-Side Specialties, Inc. — M (Polyguard) 

Venco Epoxy Const. Со. - ML 


Fluid Applied Waterproofing 

Conpro, Inc. — M (Toch-Carboline) 

Insul, Inc. — TML (United Coatings) 

Kremer & Davis, Inc. —ML 

L&M Const. Chem. Inc. —M (L&M 
Foundation Coating) 

Curran V. Nielsen Co., Inc. ML 

Technical Sealants — TML 

3M Co.—M (Scotch Clad Deck Coating 
Systems) 

Venco Epoxy Const. Co. — ML 


Liquid Waterproofing 

Kremer & Davis, Inc. —ML 

Oscar L. Nelson Co. — ML 

3M Co. (Scotch Clad Deck Coating 
Systems) 

Venco Epoxy Const. Co. — ML 


Bentonite Waterproofing 
Kremer & Davis, Inc. — ML 


Metal Oxide Waterproofing 
Kremer & Davis, Inc. — ML 


Bituminous Dampproofing 

Kremer & Davis, Inc. — ML 

L&M Const. Chem. Inc. —M (L&M 
Foundation Coating) 


Silicone Dampproofing 

Guillaume & Assoc., Inc. —ML 
Insul, Inc. — TML (United Coatings) 
Kremer & Davis, Inc. — ML 

L&M Const. Chem. Inc. (Shed £5) 
Oscar L. Nelson Co. — ML 


Water Repellent Coating 

Conpro, Inc. — M (Thoroseal Products) 

Guillaume & Assoc. Inc. — ML 

Insul, Inc. — TML (United Coatings) 

Kremer & Davis, Inc. — ML 

L&M Const. Chem. Inc. —M (Hydropel) 

Technical Sealants — TML (Techguard 
Water Heater) 


Cementitious Dampproofing 

Conpro, Inc. — M (Thoroseal Products) 

Kremer & Davis, Inc. — ML 

Technical Sealants — TML (Hey'Di 
Cement) 


Building Insulation 

Orv Bakke Insulation — TML 

Carney Insulation Corp. — M 

Construction Concepts, Inc. — T (Solid 
State Types | & Il AGF) 

Enerco Corp. — TML 
(UpJohn CPR Urethane) 

W.R. Grace & Co. (Zonolite* Thermo- 
Stud Wall Insulation System) 

Insul-Sound, Inc. — TML (Weathercheck 
Cellulose Insulation) 


Loose Fill Insulation 

Orv Bakke Insulation — TML 

Carney Insulation Corp. — M 

W.R. Grace & Co. (Zonolite 
Masonry Insulation) 

Insul-Sound, Inc. — TML (Weathercheck 
Cellulose Insulation) 

Minn. Diversified Products, Inc. — TM 
(Ray-Lite Masonry Fill) 


Rigid Insulation 

Orv Bakke Insulation — TML 

Carney Insulation Corp. — M 

Enerco Corp. — TML (Celotex 
Thermax Boardstock) 

Holland Industries - M (Thermco 
Super Sheath) 

Insul-Sound, Inc. — ML (Urea 
Formaldehyde Rapco Foam) 

Insulation Sales Co. — TML 

Minn. Diversified Products, Inc. — TM 
(Rigid Urethane & Ray-Lite, 
Isocyanurate Board) 


Fibrous and Reflective Insulation 
Carney Insulation Corp. — M 


Foamed-in-Place Insulation 
Enerco Corp. — TML 
(UpJohn CPR Urethane) 
Insul Inc. — TML (Urethane Foam) 
Insul-Sound, Inc. — ML (Urea 
Formaldehyde Rapco Foam) 


Sprayed-on Insulation 

Enerco Corp. — TML 

Insul, Inc. — TML (Sprayed Urethane 
Foam; Cafco Heat-Shield) 

Insulation Sales Co. — TML 


Roof and Deck Insulation 
Enerco Corp. — TML 
(UpJohn CPR Urethane) 
W.R. Grace & Co. (Zonolite Lightweight 
Insulating Concrete Roof Deck) 
Insul, Inc. — TML (Sprayed 
Urethane Foam) 
Minn. Diversified Products, Inc. — TM 
(U-Thane 210 Urethane) 
Top-Side Specialties, Inc. — M (United | 
Foam Corp.; U.S. Mineral Products) | 
Walker Jamar Co. — ML 
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Preformed Wall and Roof Panels Top-Side Specialties, Inc. - M 


Benoit, Inc. — ML (B.F. Goodrich-Lexsuco) 
(Reynolds Roofing & Siding) 
(Inryco Steel Panels) Built-Up Bituminous Roofing 
(Elwin G. Smith Steel Panels) Richards Roofing Co. 

Carl W. Fogelberg Co.— T (Walcon Corp.; Walker Jamar Co. — ML 


Wolverine Porcelain Enameling Co.; 
Alliance Wall Corp.) 
Inryco — TML (Inryco Wall) 
Jones & Ottenweller Inc. — TML 
(“Тһе Wall Il’ Panels & Systems) 
H.H. Robertson — TML 
Walker Jamar Co. — ML (H.H. Robertson 


Prepared Roll Roofing 
Richards Roofing Co. 


Elastic Sheet Roofing 
Benoit, Inc. — M 


(Water Guidance System) 
Co.) John A. Dalsin 4 Son— ML CRAFTSMEN 
Sidi Curran V. Nielsen Co. Inc. —ML SINCE 1873 
Preformed Metal Siding Top-Side Specialties, Inc. —M (BRAAS) 


Construction Concepts Inc. — T 


AMAT Deep Profile & Linear Facade/ Fluid Applied Roofing KOH LER 
© ў .—M (Roof-Flex-C i 

Carl W. Fogelberg Co.— T (Walcon Corp.) еч um enr ax: carbollne? 

Inryco (Inryco Panels) (Hydrocide Elastomeric Roofing) DISTRIBUTORS 


H.H. Robertson — TML (Formawall) А 
ЗМ Со. – lad D 
Schmidt Awning & Siding Co. DNE IE 


Walker Jamar Co.—ML (Н.Н. Robertson PATUIT ARE 
Co.) Roofers 
John A. Dalsin & Son —ML Baker Mfg. Compan 
Preformed Plastic Panels Walker Jamar Co. — ML : 8 : pany 
Jones & Ottenweller Inc. — TML Minneapolis 
(Fascia Panels & Systems) Traffic Topping 
Guillaume & Assoc., Inc. 
Asbestos-Cement Siding Kremer & Davis, Inc. —ML Bartley Supply Co. 
Asbestos Service — TML 3M Co.—M (Scotch Clad Deck Coating St. Cloud and 
Benoit, Inc. — M (Glasweld; Systems) nit 
J-M Architectural Panels) Brainerd 
Midwest Architectural Products,Inc. — TM Flashing and Sheet Metal 
(Glasweld Panels) John A. Dalsin & Son— ML di 
Midwest Architectural Products, Goo un Company 
Vapor Barriers Inc. — TM Minneapolis and 
Insul, Inc. — TML (United Coatings) (Fry Roof Reglets & Flashings) 


St. Paul 


Graybow-Daniels Company 
Minneapolis 


Architectural 
Hardware 


Heles Supply Company 
Worthington 


e Qualified Hardware 
Consultants (AHC) 

e Specifications Written 

e Locksmithing 

e Installation 

e Maintenance Hardware 


A.J. Koch Company 
St. Paul 


MASONRY 
SURFACE 


Marshall Northwest Pipe 
Fittings, Inc. 
Marshall 


RESTORATION 


Distributors of: 
Sargent and Corbin Hardware 


A.Y. McDonald Mfg. Co. 
Minneapolis and 
Rochester 


Safe 
Chemical Cleaning 


& Paint Removal 


SURFACE MAINTENANCE SYSTEMS 


North State Supply Corp. 
Duluth 


Warners 


Contractors Supplies 


Wilson Supply Co. 
Albert Lea and 
Mankato 


786 Kasota Ave. 
Minneapolis MN 55414 
Phone: 612/378-7300 


SERMAC of the Twin Cities Inc. 
1920 Oakcrest 

St. Paul, Minnesota 55113 
612/631-2708 
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NTIL THIS YEAR, THE 
WHIRLPOOL BATHS АУА Ш 
DIDN’T EXIST. 


ecau 


)d reasons 
baths offer a ch 
'. The 6’ Car 


1, both i 


st other w 

re pleasurable water 
| baths are d 2d for comfort, too 
Ipool be have ridges and 


Top-Side Specialties, Inc. — M 
(MM Systems Corp.; Foremost- 
Durner 200) 

Walker Jamar Со. —ML 


Sheet Metal Roofing 

John A. Dalsin & Son— ML 

Vincent Brass & Aluminum— TM 
(Colorklad) 

Walker Jamar Co.— ML 


Skylights 

Bradford & Assoc. – М 

Integrated Ceilings — TM 
(Luminous Skylights) 

Jones & Ottenweller Inc. — TML 
("Roper IBG'') 

Curran V. Nielsen Co., Inc. — ML 

Super Sky Products— TML 

Top-Side Specialties, Inc. — M 
(Dawn Roducts Co. Skylights) 


Hatches 
Bradford & Assoc. — M 


Gravity Ventilators 
R.G. Dimham Co., Inc. — M 
M & Н Equip. Со. — TM 
(Western Ventilating) 
C.E. Sparrow Co., Inc. (Cesco Products) 


Prefabricated Curbs 
C.E. Sparrow Co., Inc. (Cesco Products) 
Top-Side Specialties, Inc. — M (Pate Co.) 


Prefabricated Expansion Joints 

Top-Side Specialties, Inc. — M 
(B.F. Goodrich Lexsuco) 
(L.P. Prefab Expansion Joint) 


Sealants 
General Electric Co. — TM 
lllIbruck/U.S.A. —M 

(Willseal Expanding Sealant Tape) 
St. Germain Bros., Inc. - M 
Technical Sealants — TML 


Doors and Windows 


Stock Hollow Metal Work 

Gardner Hardware Co. — TM 
(Steelcraft Mfg. Co.) 

Glewwe Metals, Inc. — M 

Hauenstein & Burmeister — TML 

Hollow Metals — TM 

C.W. Olson, Inc. = M 

Sheboygan Glass Co.— TML 

Warners Contractors Supplies — TM 

(Kewanee) 


Custom Hollow Metal Work 
Gardner Hardware Co. — TM 
(Steelcraft Mfg. Co.) 
Glewwe Metals, Inc. —M 
Pearson & LaLonde, Inc. 
(Pioneer Industries) 


Granite. 


Beautiful for 
heavy traffic areas. 


—R T - 


. SECTION | SECTION _ 


Cold Spring granite is a natural for landscape applications. Its warm colors 
and natural textures blend beautifully with the environment. And at the same 
time, granite provides the designer with the flexibility he needs to create areas 
of unusual and lasting beauty. 


At Cold Spring we now have a wide variety of Module 
Pavers and Durax Blocks available. For more informa- 
tion, plus a packet of full color literature illustrating our 
products in use, call (612) 685-3621. Or write to the 
address below. 


Cold Spring Granite Company, сері. P 202 South 3rd Avenue, Cold Spring, MN 56320 
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Aluminum Doors and Frames 
Cronstroms Mfg., Inc. — ТМ 

Dakota Plate Glass — TML (Kawneer Co.) 
Gateway Glass Co. — ML 

St. Germain Bros. Inc. = M 


Stainless Steel Doors and Frames 

Gardner Hardware Co. — TM 
(Steelcraft Mfg. Co.) 

Pearson & LaLonde, Inc. (Pioneer Ind.) 


Sliding Metal Fire Doors 

Builders Engineering Со. — M 
(Richmond Fire Proof Door Co.) 

Crawford Door Sales — TML 
(Atlas Sliding Fire Doors) 

Gardner Hardware Co. — TM 
(Steelcraft Mfg. Co.) 
(American Metal Door Co.) 

Bill Lind Co. — TML (Clark Door) 

Stremel Brothers Mfg. — TML 


Metal-Clad Doors 
Builders Engineering Co. — M 
(Richmond Fire Proof Door Co.) 
Crawford Door Sales — TML 
Gardner Hardware Co. — TM 
(American Metal Door Co.) 
Hayfield Window & Door 
Bill Lind Co. — TML (Clark Door) 
A skilled artist continues an ages-old tradition. A Journeyman Midwest Distributors — TM 
Plasterer works a "miter rod" on a repair area 50 it will match the 75- Pacific Mutual Door Co. — TM 
year-old existing plaster cornice, during restoration of Landmark (Taylor Entry Systems) 
Center, St. Paul. Winsor/Faricy, St. Paul, and Perry, Dean, Stahl and 
Rogers, Inc., Boston, architects; M.A. Mortenson Co., Minneapolis, 
general contractor; Conroy Brothers Co., Minneapolis, plastering 
contractor 


Wood Doors 

Gardner Hardware Co. — TM 
(Algoma Door Co.) 

M.L. Gordon Sash & Door Со. — M 

Johnson Wood Products, Inc. — ML 

More than a skilled trade, lathing and plastering is an Kindem Millwork Co.—TM 


; А А А Midwest Distributors — TM 
art when it comes to historic restorations such as paaifie Mutual Door бо, TM 


Landmark Center, the old Federal Courts Building in (Morgan Centry Entrances, Simpson 
St. Paul. International Fire Doors) 

Warners Contractors Supplies — TM 
Besides running cornices, crews re-created graceful Weyerhauser Co.—T 


entry arches in the field. Column capitals (visible in 
photo) and tall fluted columns were cast in shop, using Coiling Doors 


RE Builders Engineering Co. — M 
molds made from existing columns. (Balfour Rolling Doors) 


Mahin-Walz, Inc. — TML 
(Modernfold Coil-Wal) 


Centuries old, lath and plaster continues to bea basic 
building material. It's durable. It's easy to maintain. It Pearson & LaLonde, Inc. 
creates beauty, as large monolithic planes, or as (The Cookson Co.) 


diss | ker Јатаг Со. —ML (К Со. 
intricate, curving sculptures. TA Res (nna son 


New as tomorrow, plastering technology now offers Folding Doors 
thin veneer plaster, versatile Minne-Wall building A.A. Products 


| d х Glenmar Со. – TML (Hufcor) 
panels and other new developments to meet today's M.L. Gordon Sash & Door Co. —M 


architectural needs. Bill Lind Co. — TML (Clark Door) 

Mahin-Walz, Inc. — TML 
(Modernfold Wood or Vinyl) 

Midwest Distributors — TM 


Pearson & LaLonde, Inc. 
Historic restoration or new project, (Woodfold Marco) 


for helpful design information on 
lath and plaster, just call the answer 


Flexible Doors 
man, Clint Fladland at 645-0208. Gilanmar €o. — TML (Hufeur) 


MINNESOTA LATHING & Bill Lind Co. — TML (Clark Door) 
PLASTERING BUREAU Robert J. Pugleasa Co., Inc. — ML 


795 Raymond Avenue (Frommelt Strip Doors) 
St. Paul, Minn. 55114 
Phone: (612) 645-0208 


Overhead Doors 
Crawford Door Sales — TML 
Bill Lind Co. — TML (Clark Doors) 
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Sliding Glass Doors 
Andersen Corp. — TM 
Dakota Plate Glass — TML 
(Acorn Products Co.) 
Empire House, Inc. — TML 
M.L. Gordon Sash & Door Co. — M 
Hayfield Window & Door 
Kindem Millwork Co. — TM 
Marvin Windows — M 
Pearson & LaLonde, Inc. 
(Dynamic Closures) 
St. Germain Bros., Inc. - M 


Sound Retardant Doors 

Bill Lind Co. — TML (Clark Door) 

Pearson & LaLonde, Inc. 
(Pioneer Industries) 


Screen and Storm Doors 

DeVac, Inc. — TML 

M.L. Gordon Sash & Door Со. — M 
Hayfield Window & Door 


Revolving Doors 
Dakota Plate Glass— TML (Tubelite) 


Steel Windows 
Alcoa Building Products 
Minnesota Rusco—ML (Rusco Windows) 


Aluminum Windows 
Cronstroms Mfg., Inc. — ТМ 
Dakota Plate Glass — TML 
(Acorn Products Co.) 
DeVac, Inc. — TML 
Empirehouse, Inc. — TML 
M.L. Gordon Sash & Door Со. —M 


eus и )ros. 


& COMPANY 


We specialize in: 


TERRAZZO 
TERRAZZO REFINISHING 


CERAMIC TILE 
OUARRY TILE 


EPOXY AGGREGATE WALLS 
EXPOSED AGGREGATE 


SPECIAL FLOORINGS 


GYM FLOORS 


CEMENT GRINDING 


Over 50 years experience 


Spay bé ros. 


& COMPANY 


620-16th Ave. So. 
Minneapolis, Minn. 55454 
612-336-7735 


W.L. Hall Co.  TML 
(Wausau Metals Corp.) 

Hayfield Window & Door 

Minnesota Rusco — ML 
(Amcor Windows) 


Stainless Steel Windows 
Builders Engineering Co. — M 
(Gothum Div. Hauserman Co.) 


Bronze Windows 

Builders Engineering Co. — M 
(Sannmetal Prod. Co.) 

Hayfield Window & Door 


Wood Windows 
Andersen Corp. — TM 
M.L. Gordon Sash & Door Со. — M 
Kindem Millwork Co.— TM 
Marvin Windows— М 
Pacific Mutual Door Co.— TM 
(Andersen Windowalls) 
Sawyer Cleator Lumber Со. — M 
Shaw Lumber Co. — M 
(Andersen Windowalls) 


Plastic Windows 

Allied Plastics - TML 
(Lamin-Art Laminated Plastic) 

Andersen Corp. — TM 


Finish Hardware 
Gardner Hardware Co. — TM 
(P&F Corbin Lock Co.) 
Glewwe Metals, Inc. — M 
Sheboygan Builders Supply — TM 
Warners Contractors Supplies — TM 
(Corbin) (Sargeni) 


Hair 


develop 
personality 
of 


distinction 


Milsco Engineering 


4501 HIAWATHA AVE 


MINNEAPOLIS, MN 55406 


612-724-3655 


Design Consultants 
Fountain effects of all sizes 


Automatic Door Equipment 
Crawford Door Sales — TML 
Dakota Plate Glass — TML 

(Stanley Door Operating Equip.) 
Door Engineering & Mfg. Co. — TML 


Weatherstripping & Seals 
Gardner Hardware Co. — TM 
(Reese Weatherstrip Co.) 


Glass 

Dakota Plate Glass — TML 
(PPG Industries, Inc.) 

Gateway Glass Co. — ML 

Libbey-Owens-Ford Co.— T 

St. Germain Bros., Inc. — M 

Viracon, Inc. — TM 


Processed Glass 
Gateway Glass Co. — TM 
Midwest Architectural Products, Inc. — TM 
(Falconer Tempered Glass & 
Spandrelite Panels) 


Coated Glass 
St. Germain Bros., Inc. — M 


Laminated Glass 

Gateway Glass Co. — ML 

Midwest Architectural Products, Inc. — TM 
(Globe Amerada Laminated Glass) 

St. Germain Bros., Inc. — M 

Viracon, Inc. — TM 
(Viracon Insur-Lite; Viracon Audio-Lite) 


Carl W. Fogelberg Co. 


HEADQUARTERS FOR 
BUILDING PANELS 


Ф WALCON CORP. — Metal 
Building Panels 


€ ALLIANCE WALL — Porce- 
lain Enamel, Laminated Ve- 
neer, Sandwich and Chalk- 
board Panels 


€ WOLVERINE PORCELAIN 
ENAMELING CO. — Archi- 
tectural Porcelain enamel 
panels 


€ WOODBRIDGE ORNAMEN- 
TAL IRON CO. — SpiralStair- 
ways 


e AMERICAN ABRASIVE 
METALS CO. — Safety Stair 
Treads and Nosings, Extrud- 
ed Aluminum Louvers 


CALL 646-7306 
276 N. Snelling Ave. 
St. Paul, Mn. 55104 
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MODERNIZE YOUR 
BUILDING, 


REDUCE 
MAINTENANCE, 

CUT EXPENSIVE 
HEAT LOSS WITH... 


RUISIC® 


COLOR KEYED 


Replacement Windows 
Double Hung, Horizontal Slider, 
Projected, Window Wall 


MINNESOTA RUS © 2% 


401 East 78th St., А 
Minneapolis, Minnesota 55420 
Telephone: 888-3120 


Circular, Spiral, 
CONVENTIONAL 


Industrial, Commercial, 


ORNAMENTAL 


METAL STAIRS 


Fabricated To Architects 
Owner's Specifications 


C. W. OLSON, INC. 


1310 QUINCY STREET N.E. 
MINNEAPOLIS, MINNESOTA 55413 
Phone: (612) 335-1143 


Insulating Glass 

Cardinal Insulated Glass Co. 

Dakota Plate Glass — TML 
(PPG Industries, Inc.) 

Gateway Glass Co. 
(Cardinal, Viracon) 

St. Germain Bros., Inc. — M 

Viracon, Inc. — TM 


Mirror Glass 

Gateway Glass Co. — ML 

Midwest Architectural Products, Inc. — TM 
(Falconer Mirrors) 

St. Germain Bros., Inc. —M 


Glazing Plastics 
Allied Plastics of Mpls. —M (Tuffack) 
St. Germain Bros., Inc. — M 


Glazing Accessories 
Allied Plastics of Mpls.— ML (Plexiglas) 
Dakota Plate Glass — TML 


Window Walls/Curtain Walls 
Andersen Corp.—TM 
Cronstroms Mfg., Inc.—TM 
Dakota Plate Glass— TML (Kawneer Co.) 
Hauenstein & Burmeister — TML 
(Kawneer) 
Midwest Architectural Products, Inc. — TM 
(F.H. Maloney Co. Structural Zipper 
Glazing Gaskets) 


Glazers 
Dakota Plate Glass— TML (Union Shop) 
Gateway Glass Co. 


Stained Glass 
Rambusch Decorating — TML 


buildings. 


site ready to assemble. 


fers other advantages, also. 


Tomax is a machine manufactured masonry wall panel The fire 
utilizing standard concrete masonry units and mortar. It of- 
fers maximum design flexibility in conventional wall con- 
struction, and is suitable for low, medium and high-rise 


Preconstructed at the plant, Tomax is delivered to the job- 
No complicated drawings are 
necessary for installation because Tomax wall panels con- 
nect in accordance with standard masonry codes. Tomax of- 


© 


rating 


tions. 


Tomax is manufactured in sizes up to 12 feet high by 24 
feet long, using standard size blocks in 6 inch, 8 inch, 10 
inch and 12 inch widths. 

For more information on the Tomax preconstructed wall 
panel, its uses and potential, call or write us. We'll be happy 


a better way to do a new job 


economical. Tomax wall panels can be installed rapidly, 
reducing rising job-site labor costs. Welded connections 
enable construction to proceed in adverse weather condi- 


meets standard masonry codes. It’s 


to give you the facts. 


Your complete supplier of prestressed products 


SPANCRETE MIDWEST COMPANY 


P.O. Box AA Osseo, Minnesota 55369 (612) 425-5555 
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Finishes Tile Setters Hauenstein & Burmeister — TML 
2 


Dale Tile Co.—L Insulation Sales Co. — TML (USG) 
o Northwestern Tile Co. — ML Integrated Ceilings — TM (Luminous 
Palmer-Soderberg, Inc. —L Ceiling) 
T.C. Tile & Marble Co. — TML Jones & Ottenweller Inc. — TML 
(‘‘Petrical’’ Acoustical Panels) 
Terrazzo LaCrosse Acoustical— TML 


Grazzini Bros. & Co.—ML 
T.C. Tile & Marble Co.—TML 
Acoustical Wall Treatment 


Acoustical Ceilings Carney Insulation Corp. — M 

Construction Concepts Inc. — T L.E. Carpenter & Co. — M (Vicracoustic) 
(Luxalon Linear Ceilings) Construction Concepts Inc. — T 

Dakota Acoustical Tile Co., Inc. — TML Dakota Acoustical Tile Co., Inc. — TML 

Dale Tile Co. — ML (Armstrong Dale Tile Co. — ML (Armstrong 
Architectural Ceilings) Armashield) (Armstrong Soundsoak) 

Flament Hampshire, Inc. — TML Flament Hampshire, Inc. — TML 


Lath and Plaster 

Midwest Architectural Products, Inc. — TM 
(Fry Lath & Plaster Mouldings) 

Minn. Lathing & Plastering Bureau — T 

U.S. Gypsum Co. 


родо амы Twin C ity Tile 


Gypsum Wallboard Systems 


Dakota Acoustical Tile Co., Inc. — TML 
Midwest Architectural Products, Inc. — TM 

(Fry Gypsum Mouldings) ar e О ө 
Palmer-Soderberg, Inc. —L 


U.S. Gypsum Co. 
Dwayne Young Plaster & Drywall 


Const. — ML 
Ceramic Tile Twin City Tile and Marble Co. 
Ton B. SM TM Committed to Quality 
(Romany-Spartan, Franciscan) Р А 
(Laticrete Setting Systerns) Materials and Workmanship 
(Summitville Tiles, Pacifica Prominade) Backed by 
Dale Tile Co. — ML қ 
Grazzini Bros. & Co. — ML € 68 years of experience and excellent performance 
Northwestern Tile Co. — ML Ф Management skill & technical knowledge 


Palmer-Soderberg, Inc. — ML 
Rubble Stone Co., Inc. 
(Winburn Ceramic Tile, Florida Tile, 


Impo Elaztile, Nemadji Tile, Eris Call Twin City Tile & Marble Co. for estimates and assistance 
delle ұрдың кеп Tile, in the preliminary planning of your building. "Quality" is a 
С. Tile & Martia TU key word of our competitive company. We offer a guarantee 
of service which will effect real economy and prevent built- 

Quarry Tile in maintenance problems. 


Rollin B. Child, Inc. ТМ 
(Pacific- VIT-Quarry Stone, 


Metropolitan Ceramics, MATERIALS 
itville Tiles, Inc. | i i 
Summitville Tiles, Inc.) Marble-plant fabrication and installation 


Dale Tile Co. —ML 
гаггіпі Bros. & Co. ML Ceramic tile 
Terrazzo 


Nemadiji & Pottery Co. 
(Nemadji Tile) Seamless flooring 
Slate 


Northwestern Tile Co. —ML 
Palmer-Soderberg, Inc. — ML 
.C. Tile & Marble— TML Johns Mansville Colorlith—Colorceran 
À T Duriron—Epoxy Resin Tops 
arble Tile + ® 
Rollin B. Child, Inc.— TM Corian by Dupont 
(Buckingham & Vermont Structural 
Slate) 
Dale Tile Co. — ML 
razzini Bros. & Co. — ML 
Northwestern Tile Co. — ML 
.C. Tile & Marble Co. — TML 


Glass Mosaics | 219 East Island Ave. 

Rollin B. Child, Inc. — TM | E Minneapolis, Minnesota 55401 
(Octal Venetian Glass Mosaics) 1-612-379-2825 

Dale Tile Co. — ML 
razzini Bros. & Co. — ML 
orthwestern Tile Co. — ML 
.C. Tile & Marble — TML 


Twin City Tile & Marble Co. 
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Carpeting 

Barwick Mills 

Carson Pirie Scott — T 

Rollin B. Child, Inc. (Viking, 
Childcrest, Gulistan) 

Dayton's Contract Div. 

Globe Office Interiors — TML 

Insulation Sales Co. — TML 

Lowy Enterprises, Inc. (Callaway, 
Americana, Blue Ridge, Tomkinsons, 
Burlington House, Raleigh, Con-Dec) 

Murray Floor Covering Co. — TML 
(Mohawk, Bigelow) 

U.S. Gypsum Co. 


Magnesium Oxychloride Floors 
Grazzini Bros. & Co. — ML 


Epoxy-Marble-Chip Floor 

Ceram Traz Corp. — ML (Ceram 
Traz Thinset Terrazzo) 

Grazzini Bros. & Co. — ML 

Curran V. Nielsen Co., Inc. — ML 

Northwestern Tile Co. — ML 

T.C. Tile & Marble Co. — TML 


55, churches; EU 1 Pal Venco Epoxy Const. Co. — ML 
and all kinds of} Құқ 


Hirshfield's — M (Sound Stage Fabric 
Wallcovering) 

Jones & Ottenweller Inc. (''Petrical'' 
Acoustical Panels) 

U.S. Gypsum Co. 

Vicrtex Sales Corp. — TM 


cost is right! re 
‚У. COMPARE 2:2 
Your figures or ours, % , ( Carney Insulation Согр.-М 
؛‎ the answers аге: the same, > Я Г Construction Concepts, Inc.—T 


Dakota Acoustical Tile Co., Inc. — TML 


‘that is; face: brick with: good ; Ж: Flament Hampshire, Inc. — TML 


Acoustical Insulation and Barriers 


Insulation Sales Co. — TML 


design costs less. . 
; Ceili n 
You, know all the pluses — 2717 жен] чау Comma Ine -9T 

L1 beat y, permanence, төнеді ER (Lok/G.E. Integrated Ceiling Systems) 


rodent and termite proof, j evict M 
EN Flament H shire, Inc. — TML 
texture, color, takes lesé ^^ Carl W. Fogelberg Co. = T (W.J. Haertel 
energy to produce and i : 73 "чн Burmeister — TML (Donn 
saves кетте to maintain. ': Y * » Insulation Sales Co. — TML 


Midwest Architectural Products, 
Inc. — TM (Master Recessed Systems, 
Inc.) 


Wood Flooring 
Anderson-Ladd — ML 
Hauenstein & Burmeister — TML 
Insulation Sales Co. — TML 


Lowy Enterprises, Inc. (Hartco) 
Write for your complimentary copy 
of "The Brick Story". Weyerhauser Co.—T 


Resilient Flooring 


Anderson-Ladd—ML 
же- 7 Carson Pirie Scott 4 Co.—T 
(Armstrong Resilient) 
* Insulation Sales Co. — TML 
Jaysons, Inc. – ML 


jig ج‎ 
/ 
Noust RIE? Resilient Sheet Floori 
esilien ee ring 
pid Lowy Enterprises, Inc. (Congoleum) 
191 Ashwan RO; Fluid Applied Resilient Floorin 
West Des Moines, lowa 50265 ше ARPA 9 
Phone 515/223-1450 Ceram Traz Corp. —ML (Ceram Тех) 


Grove-Johnson Co. — TML 
Venco Epoxy Const. Co. — ML 
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lastomeric Liquid Flooring 

eram Traz Corp. — ML (Ceram Traz 
909 Watertite) (Ceram Traz Ceram 
Kote) 

razzini Bros. & Co. — ML 
rove-Johnson Co. — TML 

uillaume & Assoc. Inc. — ML 

urran V. Nielsen Co., Inc. — ML 
enco Epoxy Const. Co. — ML 


Brick Flooring 

Rollin B. Child, Inc. — TM 
(Summitville Tiles & Metropolitan 
Ceramics) 

razzini Bros. & Co. — ML 
orthwestern Tile Co. — ML 

Dchs Brick & Tile Co. — M 


Abrasion Resistant Coatings 
eram Traz Corp. — ML (Ceram Traz 
Ceram Trowel) 


DynaHide; Super Seal No. 35) 
enco Epoxy Const. Co. — ML 


ementitious Coatings 

ellular Concrete 

onpro, Inc. — M (Thoroseal Products) 
onstruction Concepts, Inc. — T (Vise 
Coverseal, Textone, Matrix & AGF) 

3uillaume & Assoc., Inc. — ML 

bwanson & Youngdale, Inc. 

enith Products — TM (Bloc Bond) 


lastomeric Coatings 
eram Traz Corp. (Ceram Traz 
Vertical Wall Mosaic) 


and Service Since 1948. 
533-2771 


&M Const. Chem. Inc. (Dress & Seal; 


Distributing Plexiglas, Quality 


"aca a ag o RA. (986 oom" 


—À— - т х 


С = Е еф 5255 


» RICHFELT ЕЗ 


“ASPHALT 
ROOFING 


Even though raw material supplies are not consistently dependable, 
Richards Roofing intends to keep its customers adequately supplied 
with top grade asphalt roofing paper. A brand new plant, with 
innovative environment-protective machinery, produces GO Ib. rolls 

- of uniform consistency day in and day out. 
Plain or perforated. Delivered within a 300 
mile radius. 


PACKAGED OXIDIZED ASPHALT 


All Grades meet ASTM specifications 
May we quote? 


RICHARDS ROOFING COMPANY 
Affiliated with Richards Oil Со . 
Port Richards * Savage, Mn. 55378 


612/890-2020 
INDUSTRIAL AND HIGHWAY ASPHALT S 


e Design Assistance 

e Structural Specification 
e Factory Testing 

e Prototypes 

e Glazing Specifications 


Virtually every Plexiglas® 
fabrication process 
is available to you. 


George Grove, Sales Manager 


DISTRIBUTION — CUTTING — FORMING — SCREENING 
FIELD TAKE-OFFS IN METRO AREA 


ALLIED PLASTIC INC. 
7200 Boone Ave. IN o. 
Mpls., MN 55428 
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VVHAT GIVES THE POINT OF FRANCE 
IT'S LONG LASTING FINISH? 


THORO 
SYSTEM 
PRODUCTS 


ө Thoroseal Bedcote 
а eThoroglaze 


THOROSEAL BEDCOTE is a waterproofed, mill mixed, finish coat for 
portland cement plaster exposed (or flush) aggregate panels. It 

consists of cement, the proper silica in the correct mesh sizes, anti- 
shrink and plasticizing agents. 

THOROGLAZE is sprayed on for а self-cleaning finish and a pleasing 
luster. 


For waterproofing, restoring, protecting 
and correcting concrete, specify 
Thoro System Products. 


UNIVERSITY AT 30TH AVENUE N.E. 
MINNEAPOLIS, MINNESOTA 55418 
(612) 781-9583 


ТІП 


Ceram-traz 
Has the Systems! 


When you talk about 
Special Finishes in floor and wall systems 


...call us 612-929-1625 


and we'll give you the right answers. 


ее. 


“Тһе cadillac of Floor and Wall Systems" 


6500 Oxford Street 


cure paz 


Ceram 


Minneapolis, Minnesota 55426 
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Conpro, Inc.—M (Toch-Carboline) 

Construction Concepts, Inc. — T 
(Memorflex) 

Enerco Corp. — TML 

Guillaume & Assoc. Inc. — ML 

Julius B. Nelson & Son, Inc. —L 

Curran V. Nielsen Co., Inc. — ML 

Swanson & Youngdale, Inc. 

Technical Sealants — TML (Techepoxy 
2600) 


Fire-Resistant Coatings 

Guillaume & Assoc. Inc. — ML 

Insul, Inc. — TML (Childers Foamcrete 
Thermal Barrier United Coatings) 

Minnesota Fire-Chem—M (Thermo-Lag) 

Swanson & Youngdale, Inc. 


Sprayed Fireproofing 

Conpro, Inc. = М (Pyrocrete-Carboline; 
Spraycraft) 

W.R. Grace & Co. (Zonolite 3300 
Thermal Barrier, Zonolite Mono-Kote 
Sprayed Fireproofing) 

Insulation Sales Со. — TML 

Kling & Assoc. (Albi Mfg. Corp.) 


Paint 

Ceram Traz Corp. — ML (Poxykote Paint) 
Cook Paint & Varnish — M 
Hirshfield's — M 

Kling & Assoc. 

Oscar L. Nelson Co. — ML 

U.S. Gypsum Co. 


Painted Graphics 

Guillaume & Assoc., Inc. — ML 
Julius B. Nelson & Son, Inc.—L 
Oscar L. Nelson Co. — ML 
Swanson & Youngdale, Inc. 


Wall Covering 

L.E. Carpenter & Co.—M (Vicrtex) 
Cook Paint & Varnish —M 
Guillaume & Assoc., Inc. 
Hirshfield's—M 

Julius B. Nelson & Son, Inc. —L 
Oscar L. Nelson Co. — ML 
Swanson & Youngdale, Inc. 
Vicrtex Sales Corp. — TM 


Painters 

Guillaume & Assoc., Inc. — ML 
Julius B. Nelson & Son, Inc. —L 
Oscar L. Nelson Co. — ML 
Swanson & Youngdale, Inc. 


Specialties 


Ша 


Chalkboards and Tackboards 

Carl W. Fogelberg Co.— T (Alliance 
Wall) 

Glenmar Co. — TML (Claridge Prod. 

& Equip. Inc.) 

W.E. Neal Slate Co. — TML (Pyramid 
Brand Natural Slate; Neal Tackboard; 
Neal Marker Board; Alliance Porcelain 
Enamel Steel Chalkboard; Neal 
Aluminum Chalkboard) 


Toilet and Shower Partitions 

Burton Equp.—ML 

Continental Columbus Corp. — M 

Dale Tile Co. —ML 

Pearson & LaLonde, Inc. (Global 
Steel Prod.) 

T.C. Tile & Marble Co. — TML 


Shower and Dressing Compartments 

Continental Columbus Corp.—M 

Pearson & LaLonde, Inc. (Global Steel 
Prod.) 

U.S. Gypsum Co. 


Louvers and Vents 

R.G. Dimham Co., Inc. - M 

Carl W. Fogelberg Co. — T (American 
Abrasive Metals, Leslie Locke) 

H.H. Robertson — TML 

C.E. Sparrow Co., Inc. 


Grilles and Screens 
Crawford Door Sales (Atlas Rolling 
Grilles) 


Wall and Corner Guards 

Allied Plastics of Mpls. — M (Kydex, 
Tuffack) 

Carmac Corp. (Deco Guard Prod- 
ucts) 


Access Flooring 

Dakota Acoustical Tile Co., Inc. — TML 

Hauenstein & Burmeister — TML (Donn 
Products) 

Insulation Sales Co. — TML (Tate) 


Fireplaces 

Chim-A-Lator Co. (Chim-A-Lator, 
Air-A-Lator) 

The Fireplace Shoppe 

Halux—ML (Heatilator, Woodside) 

T.C. Tile & Marble Co. 


Flagpoles 
Bradford & Assoc.—M 
Jerry Carnes Assoc. (Sterner 
Lighting) 
Glenmar Co.—TM (American Flagpole) 
Dane Nelsen Co.—M (Eder Flagpole) 


Identifying Devices 
AM Graphics, Inc. — ML 


Directories and Bulletin Boards 

Glenmar Co. — TML (Claridge Prod. & 
Equip. Inc.) 
ohnson Plastics — M 

W.E. Neal Slate Co. — TML (Neal 
Directories-Bulletin Boards) 


Signs Fabricated 

Earl F. Andersen & Assoc. Inc. — M 
aktronics, Inc. — T 
ordquist Sign Co. — TML 


Signs Painted 
ABC, Inc. —M (International 
Wheelchair Symbols) 


Pedestrian Control Devices 
Theatrical Rigging Systems, Inc. — TM 
(Lawrence Posts, Ropes & Railings) 


Lockers 
Burton Equip. — ML 


Industry General, Inc. (Tennesco 
Equipto) 
Office Controls, Inc. M 


IT 
nh vita © 2i Ww 


, VITA COURSE 


A complete physical fitness course... 
with up to 20 different exercise stations! Signs 

and/or exercise structures are available in any 
combination. Call or write for more information. 


landscape Delano, MN 55328 (612) 972-3391 


structures inc. ү (Mpls. 479-2029) 
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an. 

exciting 

new dimension in 
creative flooring 
design for indoor or 
outdoor use... 


819,111 


100% synthetic rubber flooring 


e exceptional visual appeal 
e outstanding wear and safety advantages 
e easily installed and maintained 


NORAMENT . . . the choice for some of 
the most imaginative American and Euro- 
pean architectural projects . . . has many 
features your clients will appreciate. Call or 
write for samples and complete information. 


HEN 


SNOW -LARSON, INC. 


CONSTRUCTION MATERIALS 


1221 No. Second Ave., Minneapolis, Minn. 55405 
(612) 374-1216 
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Movable Gypsum Partitions 

Construction Concepts, Inc.—T 
Keene Klip, Penwall & Penci Line) 

Dakota Acoustical Tile Co., Inc. — TML 

Flament Hampshire, Inc. — TML 

W.E. Neal Slate Co. — TML (Neal 
Movable/Demountable Partitions) 


Folding Partitions 

А.А. Products – TML 

Glenmar Co.— TML (Hufcor) 

Mahin-Walz, Inc. — TML (Modernfold 
“900” Steel, Modernfold Divisiflex 
301) 


Accordian Folding Partitions 

А.А. Products — TML 

Glenmar Co. — TML (Hufcor) 

Mahin-Walz, Inc. (Modernfold Audio- 
Wall) 


Scales 
Finnish Sauna Builders, Inc. — ML 


Storage Shelving 

Burton Equip. — ML 

Haldeman-Homme, Inc. — TML (Deluxe, 
05.12) 

Bill Lind Co. — TML (Speedrack, Inc.) 

Office Controls, Inc. —- M 

Robert J. Pugleasa Co. Inc. = ML 
(Equipto Shelving & Rack) 

Space Saving Systems — TML (Insta 
Space/Xtra Space, Power Files & 
Systems) 

Stockwell Equip. — M 


Sun Control Devices (Exterior) 
Mahin-Walz, Inc. — TML (Pease Exterior 
Rolling Shutters) 


Telephone Enclosures 
Glenmar Co. — TM (ADCO) 


Toilet and Bath Accessories 

S.H. Bartlett Co. — TM (Bradley) 

Builders Engineering Co. — М (Charles 
Parker Co.) 

Building Products Co. — T (RAR 
Enterprises, Inc., Charles Parker 
Co.) 

Halux — ML 

JMK Sales Co., Inc. — TM (Architectural 
Metal Inc.) 

Mid States Sales Co. — TM (Bradley 
Corp.) 


Mesh Partitions 
Burton Equip. — ML 
Industry General, Inc. — M (Complex) 


Demountable Partitions 

Construction Concepts Inc. — T (Mova- 
Wall, Perrail & Keene Screen) 

Dakota Acoustical Tile Co., Inc. = TML 

Flament Hampshire, Inc. — TML 

Glenmar Co. — TML (VMP) 

Globe Office Interiors — TML 
(Amseco Systems) 

Hauenstein & Burmeister — TML (Donn 
Products) 

W.E. Neal Slate Co. — TML (Neal 
System 2 & 3 Movable/Demountable 
Partitions, Neal Space Dividers) 

U.S. Gypsum Co. 


ardrobe Specialties 
aldeman-Homme, Inc. — TML (Vogel- 
Peterson) 

К Sales Co., Inc. — TM (Raymond 
Eng., Inc.) 
ffice Controls, Inc. - M 


quipment 


CON OY 


о 
П © 
NCorponrAT 


THE LARGEST AND MOST COMPLETE STOCK OF 
BUILDING MATERIALS IN THE NORTHWEST 


FACE BRICK 
INDUSTRIAL PAVERS 
uilt-in Maintenance Equipment FLOOR AND PATIO BRICK 
i ee Sales Co.—TML (Central STRUCTURAL GLAZED FACING TILE 
ac In 
elson & Son, Inc. — T (Spencer DECORATIVE CERAMIC FLOOR AND WALL TILE 
Turbine Co.) 


GENERAL OFFICES & DISPLAY ROOM 
ank and Vault Equipment 
факігопісв, Inc. — T (Solid State MIDWAY WAREHOUSE 
Time & Temp Displays) 1407 Marshall Avenue 
Saint Paul, Minnesota 55104 
оти! Equipment Telephone: (AC 612) 645-6631 


aldeman-Homme, Inc. — TML (L.S.I., 
Hamilton, Reflector Hardware, Myrtle) 


PRE-CAST CONCRETE CURBING 
L—: je d 


A Revolutionary Concept in 


ROAD AND PARKING 
LOT CURBING 


‚ Economical... Built to Last... 
Easy to Install... Esthetically Perfect . 


SO CURB YOUR COSTS AND COVER 
THE GROUND WITH PRODUCTS BUILT BY 


A NEW CONCEPT IN QUALITY CURBING | 
(A Subsidiary of Chandler - Wilbert Vault Co.) 


St. Paul, MN 55113 (612) 631-1234 


2280 North Hamline Avenue 
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Food Service Equipment 

Carmac Corp. (Patient Tray Systems) 

Fire Watch, Inc. = TML 

General Electric Co. — M 

Goulet's, Inc. — TML 

Mid States Sales Co. — TM (Filtrine 
Coolers) 


Athletic Equipment 

Earl Е. Andersen & Assoc. Inc. M 

Chevron U.S.A. Inc. — M (Laykold 
Color Coat) 

Daktronics, Inc. — TML 

Finnish Sauna Builders Inc. (Exercise 
Equip.) 

Haldeman-Homme, Inc. — TML (Daktron- 
ics, Nissen, DeBourgh) 

Helo Saunas From Finland — TML 

Landscape Structures, Inc. — M 


Industrial Equipment 

Burton Equip. — ML 

Dane Nelsen Co. — M (Grimmer Schmidt 
Air Compressors) 

John Henry Foster Со. — TM 

Industry General, Inc. — M (Equipto 
Tennesce) 

M&H Equip. Co. — TM 

Metroquip, Inc. (Manlifts) 

Multi-Clean Products 

Stockwell Equip. 

Ziegler Inc. — M 


Laboratory Equipment 
Carmac Corp. (Better Built Washer & 
Sterilizers) 
Haldeman-Homme, Inc. — TML (Hamilton) 
JMK Sales Co., Inc. — TM (T&S 
Brass & Bronze Works, Inc.) 
T.C. Tile & Marble Co. — TML 
(Colorlith Tops & Durcon Sinks) 


Laundry Equipment 
Arrow Laundry Equip. Co. — ML 
Kendaco, Inc. — TML 


Library Equipment 
The Carlko Co., Inc. (Felling 
Products Inc.) 
Dayton's Contract Division 
Diversified Marketing Co. 
Haldeman-Homme, Inc. — TML (Myrtle) 


Medical Equipment 

Carmac Corp. (Jewett Refrigerator) 

Haldeman-Homme, Inc. — TML 
(Herman Miller, Skytron, Vernitron) 


Mortuary Equipment 
Carmac Corp. (Jewett Refrigerator) 


Parking Equipment 

Earl F. Andersen & Assoc. Inc. — M 
Daktronics, Inc. — TML 

Industry General, Inc. — M (Part-A-King) 


Waste Handling Equipment 

Burton Equip. — ML 

Dane Nelsen Co.—M (Perfection Cubey, 
Anchor Pac, Hico ARS, Union 
Compactors, Midland Metal Craft) 

Enerco Corp. — TML 

M&H Equip. Co. — TM (Tenco Hydro 
Flotation) 

Robert J. Pugleasa Co., Inc. – ML 
(Kelley Incinerators) 

Thunderbird Steel — M 
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Dock Levelers 

Robert J. Pugleasa Co., Inc. 
(Kelley Mechanical & Hydraulic 
Dock) 

Stockwell Equip. — M 


Seals and Shelters 

Crawford Door Sales 

Industry General, Inc. —M (Temptral) 

Robert J. Pugleasa Co. Inc. — ML 
(Frommelt Dock Shelters) 

Stockwell Equip. — M 


Dock Bumpers 

Burton Equip. — ML 

Industry General, Inc. — M (Temptrall) 

Robert J. Pugleasa Co. Inc. — ML 
(Kelley Dock Bumpers) 

Stockwell Equip. — M 


Theater and Stage Equipment 

Jerry Carnes Assoc. 

Duro Test Corp. — TM 

North Star Sound, Inc. — TML 
(Cue Phone Systems) 

Suburban Assoc. — TML 

Theatrical Rigging Systems, Inc. — TML 
(J.R. Clancy Counterweight Systems, 
Klieg! Lighting & Controls) 

Twin City Scenic Co. — TML 


m 


Cabinets and Storage 

Burton Equip. — ML 

The Carlko Co. Inc. —M (Felling 
Products, Inc.) 

Design World — ML 

Globe Office Interiors - TML (All- 
Steel Equip.) 

Haldeman-Homme, Inc. — TML (L.S.I., 
Deluxe) 

Johnson Wood Products, Inc. — ML 

Miller Davis Co. – M 

Mutschler Kitchens 

Office Controls, Inc. — M 


Window Treatment 

Aero Drapery Co. - ML 

The Mobas Co.— TML (Mylar 
Transparent Sun Shades) 


Fabrics 

Aero Drapery Co. — M 

Dayton's Contract Division 

Mainplace, Inc. — M (Marimekko Fabrics) 


Furniture 

Business Furniture, Inc. — TML (J.G. 
Furniture, Stow Davis, Vecta, Westin- 
Nielsen, Leathercraft, Rosemount, 
Office Suites, Inc., McDonald 
Products) 


Contemporary Designs, Inc. — M 
Contemporary Furniture Showroom — M 
Dayton's Contract Division — TML 
Diversified Marketing Co. 
Globe Office Interiors — TML (All- 

Steel Furniture) 
Miller Davis Со. —M 
Office Controls, Inc. — M 
Tuohy Furniture Corp. — M 


Rugs and Mats 
Carmac Corp. (Deco Guard Mats) 
Carson Pirie Scott & Co.— T 


Auditorium Seating 
The Carlko Co., Inc.—M (Heywood 
Wakefield) 


Stadium Seating 

Earl F. Andersen & Assoc. Inc. — M 

Haldeman-Homme, Inc. — TML (Stadiums 
Unlimited) 

Hauenstein & Burmeister — TML 


Special Construction 
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Air-Supported Structures 
Industry General, Inc. — M (Birdaire) 


Incinerators 

M&H Equip. Co. — TM (Schmidt 
Environmental) 

Dane Nelsen Co. — M (Sunbeam Incin- 
erators) 

Robert J. Pugleasa Co., Inc. — ML 
(Kelley Heat Recovery Incinerators) 


Insulated Room 

Carney Insulation Corp. = M 

Finnish Sauna Builders, Inc. — M (Steam 
Equip.) 


Special Purpose Rooms and 

Buildings 

Helo Saunas From Finland — TML (Helo 
Sauna Heaters/Prefab Rooms) 

Industry General, Inc. — M (Part-A-King) 


Radiation Protection 
Mid States Sales Co. — TM 


Sound and Vibration Control 
Daktronics, Inc. — TM 
Industry General, Inc. — M (Part-A-King 


Swimming Pools 

Daktronics, Inc. — ТМ 

Finnish Sauna Builders, Inc. — M 
(Whirlpools) 

Pools, Inc. — TML 

Venco Epoxy Const. Co.—ML 


onveying Systems 


PN 
a 
C 


mbwaiters 
hgerquist Elev. Co. — TML (Sedgewick 
Dumbwaiters) 


evators 
hgerquist Elev. Co. — TML (Dover 
Elec. & Oilhydraulic Elev.) 


fts 

bbert J. Pugleasa Co., Inc. — ML 
(Autoquip Hydraulic Lifts) 
andard Conveyor Co. — TML 
ockwell Equip. 


atform and Stage Lifts 
hgerquist Elev. Inc. - TML 
(Dover Stage Lifts) 

bbert J. Pugleasa Co., Inc. — ML 
(Autoquip Lifts) 


eumatic Tube Systems 

armac Corp. (Trans Vac 

Trash & Linen) 

el-Aire Pneumatic Tube Co. 

&H Equip. Co. — TM (R.P. Adams 
Vacuum) 

andard Conveyor Co. — TML 


echanical 


— | 
[or x 


ater Treatment 

adford & Assoc. — M 

aktronics, Inc. — TML 

&M Equip. Co. — TM (R.P. Adams 
Automatic Water Strainers) 


faste Water Disposal and 
reatment 
aktronics, Inc. 
&H Equip. Co.—TM (Suburbia Sys- 
tems) 
elson & Son, Inc. — T (Spencer 
Turbine Co.) 
.J. O'Connor Sales 
underbird Steel, Inc. — M 


umbing Fixtures 

merican Standards 

.H. Bartlett Co. — TM (Super Secur 
Ware) 

ichard M. Carlson Co. — TM 

armac Corp. (Century Whirlpool 
Baths) 


NEAL 
DEMOUNTABLE 
PARTITIONS & 
LANDSCAPE 
DIVIDERS 


DESIGNED TO ALLOW 
ARCHITECTURAL INPUT 


PRICED COMPETITIVELY 


© 


| MANUFACTURED, 
| INSTALLED & SERVICED 
| BY DEPENDABLE LOCAL 
PERSONNEL 


| w. е. neal slate co. 


7975 WALLACE ROAC 
EDEN PRAIRIE MINNE TA 5534 


TELEPHONE (612) 941-2440 


€ Lurie Companies 


€ F.H. Maloney 
Co. 


€ Fry Reglet Corp. 

€ J.C. Products 
Corp. 

€ Globe Amerada 
Glass Co. 


€ Master Recessed 
Systems Inc. 


€ Falconer Glass 
Ind., Inc. 


AUDREY BRUCKER 


MEMBER OF CSI 


P.O. Box 6072 
W. St. Paul, Mn 55118 
612/225-7000 
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PROFESSIONAL 
DIRECTORY 


An Expansion of 46 RA Ш ІН 
Soil Engineering 

Services, Inc ENGINEERING TESTING 
MINNEAPOLIS/ST. PAUL 5800 5 County Rd 18. Mp n 55435 €... 94] 560 
NORTHERN MINNESOTA 3219 Е 10th Avenue, Hibbing, Mn. 55746 21 3 8869 
CENTRAL MINNESOTA, 200 Osseo Ауе №. St jd, Мп 563017612 253 994( 


Test Borings. Inspection of Construction. Material Testing 
of Soils, Concrete,-Bituminous and Building Components 


1500 GOODRICH AVENUE 
SAINT PAUL, MINNESOTA 55105 


(612) 698-1574 
b 


IAN A. MORTON 


CONSULTANT * ARCHITECTURAL ACOUSTICS 


ENGINEERS 
SURVEYORS 
SOIL TESTING 


515-232-7231 


ames engineering and testing co 
а subsidiary of Ou 


2010 east 13th street - ames, iowa 50010 


| 


SOIL TESTING SERVICES 
OF MINNESOTA, INC. 


Consulting Geotechnical 
and Materials Engineers 


2405 ANNAPOLIS LANE, SUITE 280 * PHONE 612-559-1900 
MINNEAPOLIS, MINNESOTA 55441 


tumn CIC testing 
and engineering laboratory, inc. 

662 CROMWELL AVENUE 

"и ST PAUL. MN 55114 


PHONE 612/645-360! 


COMPLETE TESTING SERVICES IN: 
soil mechanics, foundation engineer- 
ing; construction materials; NDT 
and metallurgic analysis; chemical 
analysis. 


س 


SUB-SURFACE INVESTIGATIONS 


ENGINEERING 

— Analysis 

— Recommendations 
— Consultation 


er FIELD INVESTIGATIONS 
compan LABORATORY TESTS 


662 CROMWELL AVENUE 
ST. PAUL, MN. 55114 


PHONE 6! 645.6446 


oodin Со. —M (Kohler Plumbing 
Fixtures) 

alux — ML 

hn Hamel Со. — M 

K Sales Co., Inc. — TM (T&S Brass 
& Bronze Works, Inc.) 

hler Co. 

id States Sales Co. — TM (Bradley 
Marble Vanity Tops, Bradley 
Faucets) 

„J. O'Connor Sales 


ater Coolers 

co Manufacturing Co. — TM (Oasis 
Water Coolers) 

oodin Co. — M 

id States Sales Со. — TM 

.J. O'Connor Sales 


les and Standards 

adford 4 Assoc. - M 

rry Carnes Assoc. (WideLite) 
ubbell Lighting Div. — M 


Inc.) 
cPhilben — TM 


ghtning Protection 

uro Test Corp. — TM 

ompson Lightning Production, Inc.— 
TML 


lock and Program Equipment 
aktronics Inc. — TML 


nics & Nissen Scoreboards) 


lephone 
auenstein & Burmeister — TML 


tercommunication Equipment 

lark R. Gibb Co.— T 

orth Star Sound, Inc. — TML (Talk-A- 
Phone) 


blic Address Equipment 

lark R. Gibb Co.— T 

auenstein & Burmeister — TML 
orth Star Sound, Inc. — TML 


ckaged Room Air Conditioners 
ssociated Representatives, Inc. — 
TM (ITT Nesbitt) 


diant Heaters 

mar Sales Corp.— T (Fostoria Ind.) 
idwest H.V.C. Inc. — M (CoRay Vac.) 
orthern Central Sales, Inc. — TM 
(Elektra-Cove Radiant Valance 
Electric Heaters) 


moke Detectors 
re Watch, Inc. (Pyrotronics, 
)Firetek Alarm Systems) 


tandby Power 

atolight Corp. (Generator Sets, 
2KW —1400 KW, LP, NG, Diesel 
Gasoline) 


ashfountains 
.H. Bartlett — TM (Bradley) 
oodin Co. — M 


ool Equipment 

aktronics, Inc. — TML 

ilsco, Inc. — TM (Pem Pool Equip.) 
ane Nelsen Со. – М (Aldrich Pool 
Heaters) 

ools, Inc. — TML 


ghting Resources — TM (Kim Lighting, 


aldeman-Homme, Inc. — TML (Daktro- 


Extinguishing Equipment 

Conway Fire & Safety, Inc. - M 

Fire Watch, Inc. — TML (Carbon 
Dioxide Fire Systems, Ansul, Safety 
First, Halon 1301 Fire Systems, 
Cardox-Safety First) 

John Henry Foster Co. — TM 

Industrial Sprinkler Corp. 

Viking Automatic Sprinkler Co. — TML 


Standpipe and Fire Hose 

Equipment 

Apollo Sprinkler Co., Inc. ML 
Conway Fire & Safety, Inc. — M 
Viking Automatic Sprinkler Co. — TML 


Pressurized Extinguishers and 
Fire Blankets 
Conway Fire & Safety Inc. —M 


Fire Extinguisher Cabinets 
Apollo Sprinkler Co., Inc. - ML 
Conway Fire & Safety, Inc. — M 


Air Curtains 

Bill Lind Co. — TM (Necor Corp.) 

Robert J. Pugleasa Co., Inc. — M 
(Mars Air Curtains) 


Underground Sprinkler 

Mid States Sales Co. — TML (Rain 
Jet Lawn Sprinklers) 

Milsco, Inc. — TM (Johns-Manville & 
Buckner, Hydro Rain, Nu-Way, Design 
Assistance) 

P&H Warehouse Sales— TM (Rain Bird 
Irrigation Equip.) 


Electrical 


Lighting Fixtures 

Bradford & Assoc. - M 

Jerry Carnes Assoc. (Wide-Lite, 
Sterner, Peerless) 

Chevron U.S.A., Inc. — M (Laykold 
Color Coat) 

Day-Brite Lighting — TM 

Duro Test Corp. — TM 

Globe Office Interiors — TM (Specified 
Prod. Inc.) 

Habitat Lighting 

Hubbell Lighting Div. = М 

Lighting Resources — TM (Welsbach 
Lighting, Inc., Lam, Inc.) 

QL, Inc. — TM 

Sterner Lighting Systems — M 

The Vega Со. —M (Prescolite Corp., 
Atmos Corp.) 


Stadium Lighting 

Jerry Carnes Assoc. (Sterner, 
WideLite) 

Duro Test Corp. — TM 

Hubbell Lighting Div. —M 


LEVOLOR 
RIVIERA 


BLINDS 


e Louver Drape Verticals 
e Venetian Blinds 
e Folding Doors 


over 12O colors at 


W/ARREN SHADE CO. 


2905 EAST HENNEPIN AVE. 
MINNEAPOLIS, MINNESOTA 55413 


(612) 331-5939 


ESTABLISHED 1910 


MILSCO 
ENGINEERING 


The Northwest's foremost con- 
sultants to persons & firms 
responsibly engaged in the 
control, application and use of 
water for aesthetic and/or 
practical purposes 

A well designed system is 
one that works as well after 50 
years as when installed 


Milsco Engineering 
4501 Hiawatha Av. S. 
Minneapolis, MN 55406 


612/724-3655 


Members, IA, ASIC, ASSE 
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king Thought 
with Prestressed Concrete 


e Prestressed Concrete, Inc. Wall panel. Has low “U” Value of 
an .065! Panel is 8 foot wide with 3 inch concrete "sandwich" 
hsideof2 inchthickpolyurethane insulation Features exposed 
gate finish between floor and ceiling lines. When hoisted by 
from truck to foundation, panel is rotated to vertical position 


Prestressed beams 20" x 32" x 30' span are shown being «erected 
on precast columns 20" x 20" x 21! high. The structure's si rnplicity 
and repetition of structural components are economical relative to 
other forms of construction. Yet, both interior and exterior essthetics 
exhibit a pleasant originality. 


Mies idum е sms — 


a Electric Association new headquarters reflect a pride in energy conservation and buildin 


the unlimited flexibility of Prestressed Concrete, Inc. many standard building components and techniques "without reinventing the 


. Many design features previously thought possible using traditional, costly construction methods, were incorporated. Note multi- 
ional walls, roof extending over walkways and recessed windows and doors. 


9 functionalism. Originality of design proves 


ure encloses three functions. Office, warehouse and garage totals 85,725 square feet. Incorporates 361 wall panels 8" 


x 96" ж 16” to 28' 
nd 83,000 square feet of Dy-Core Prestressed roof slabs 12" x 48" x 30! 


ECT: Dakota Electric Association, Farmington, Minn 

ITECT: Ekberg Associates, Inc., Mpls., Minn БАБ5ТКЕЗЗЕ) 
CTURAL ENGINEER: Frank Horner Company, St. Paul, Minn 
BULTING ENGINEER 


IPRECASTER: L. W. Darg Engineering, Mpls., Minn CONCRETE INC INC. 


RAL CONTRACTOR: Witcher Construction Co Mpls., Minn 


6755 Highway 10 N.W. + Anoka, Minn. 55303 + (812) 421-8900 
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L_ook for Ceramic Tile 
under Water 


Fountains or foyers... lobbies or lavatories, walls or 
walkways, ceramic tile won't absorb moisture, won't 
warp or buckle. Available in a broad spectrum of true- 
for-life colors, ceramic tile needs no sealants or 
waxes, comes clean with soap and water. And, when 
p roperly specified and installed, ceramic tile outlasts 
the structures it serves. 

So, “look for ceramic tile under WATER," or just 
about anyplace else where beauty, minimum mainte- 
гаапсе and permanence are desired. 


old as history...modern as tomorrow 


MINNESOTA CERAMIC TILE INDUSTRY 


